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ÉTELEGRAPH ENGINEERS, ELECTRICIANS AND CONTRACTORS. 


OFFICES :—14, UNION COURT, OLD BROAD STREET, LONDON, £.0. WORKS :—CHARLTON, KENT. er 


* 


TELEGRAPHIC ADDRESS:.--“ JUNO” LONDON. | | 
a UNITED EXCHANGE TELEPHONE No. 1,010. PRIVATE WIRE, CITY OFFICES TO WORKS. 


Manufacturers of all Telegraph Appliances, Materials. and Machinery for Making Icying and Maintaining 
Submarine Cables, and Contractors for Underground and Aérial Telographs. 


me 1! Zron and Steel Telegraph Buoys, Grapnels, both Patent and Ordinary; Centipedes, Creepers, Mushrooms, Sinkers, 
12 Unable Tanks, Picking-up and . . Bea Machinery, Dynamometers, Bow and Stern Gear, Seam and 
Hand Hauling Gears, Rope and Chain Fittings, Cable Drums, Spie and Jointing Tools, Se., che. 


Machinery Designed and Constructed for the Complete Equipment of Telegraph Cable Factories and Vessels. 
Steam and Hand Wire Sounding Machines for Deep and Shallow Water. 

| All Apparatas and Material used in the Construction, Maintenance, and Working of LAND LINES, viz. : — 

. MPOLES--Wrought Iron or Composite Poles for Telegraph, Telephone, and Electric Light purposes. House- Top Poles and Fittings. 

meULATORS-—Johason & Phillips’ Patent Fluid Insulators, and all kinds of the ordinary form, Shackles, Shackle Straps, &c. 

bon and Steel Wire, Galvanized, Plain, or Stranded. Insulated Wires of every description. 


PATTERIES—Sole Makers of Higgins’ Patent Bichromate and Cascade Batteries, and all the ordinary forms. Manufacturers 
of Zine and Carbon Battery Plates of special quality. 


— 


te 


: | MNBTRUMENTS.--Morse, Needle, Bells, Galvanometers, and other Testing Instruments. 

i i | Makers of Underground, Aérial, Torpedo, and Field Cables, with Single or Multiple Cores, 

mea) insulated Copper Wires in Vulcanized India-rubber, G. P., Silk & Cotton; Taped, Braided or Lead Covered. 
Lightning Conductors of the. most types. 


Makers of Dynamos, Lamps, Cables, Carbons, Ke. 
Sole Makers of the BROCKIE “UNIVERSAL” ARC LAMP: 


| 
ELECTRIC LIGET -| 
| 


made to any =i ARG LAMPS, | 
swocification in | Solid and Cored, 

a for always 

delivery ou hand. | 


PATENT ROLLED 


SHAFTING 


IN IRON AND STEEL. 


Ou Moual Cctiers Patent. 


BUTLER'S PATENT FRIOTIONAL GOUPLINGS. 


Company, Leeds 


SOLE MAKES. 


SILVER MEDAL, INTERNATIONAL ELECTRIC EXHIBITICN, 


Contractors te ELM. Postmasier- General, the Indian Government, the | principal Railway, Telephone, and Eleotrio Light Companies. | 


1882. 


MANUFACTURERS, BY PATENT PROCESSES, OF 


Gl OVER'S PATENT COVERED IRON WIRE FOR AERIAL LINES. 


GLOVER > PATENT COVERED GUTTA PERCHA WIRE 


FOR LEADING-IN, 


TUNNEL, AND UNDERGROUND WORK. 


PANCY TELEPHONE . WIRE AND TERMINAL CORDS. 


SILK AND COTTON 


SPECIAL MAKES OF ELECTRIC LIGHT LEADS, CABLES AND MULTIPLE WIRE FOR THE VARIOUS SYSTEMS, 


- ABRIAL and UNDERGROUND CABLES, and SPECIAL ANTI-INDUCTION CABLES for the TELEPHONE. 


ALE CLASSES OF 


WALTER T. GLOVER & CO., 


ELECTRICAL WIRE AND CABLE MAKERS, 


SATHORD. MANCHESTER. 


Bridgewater Street, Brougktcn Road. 
WORKS :— Salford Electric Wire Works 
Springfield Lane 


SALFORD: 
Cable Works. 


CLARK MUIRHEAD LIMITED, 


REGENCY STREET WESTMINSTER, S. V., 


MUIRHEAD'S PATENT 


COMPOUND IRON TELEGRAPH POLE. 


SAUNDERS’ SIGNALLING KEY. 
SMITH'S SWITCH, | 
MANCES Testing Apparatus. 

SPEED INDICA TOR. 


SHIPS’ TELEGRAPH 


and Laden Patent). 
LATIMER CLARE'S 
STANDARD ELEMENT & POTENTIOMETER. 


BLACEBURN'S 


wT 7 


PORTABLE TESTING APPARATUS. 


LAND LINE MATERIALS OF EVERY DESCRIPTION. 


Poles, Insulators, Galyanised Iron and Steel Wire or Strand, Instruments 


Batteries, Constraction Tools, 


Batimates given for the Construction and Maiwtenance of Telegraph Lines in all parts of the dit and for tht 
4 supply of apparatus of every description. 


SUBMARINE TELEGRAPH APPARATUS. 


Galvanometers:-Latimer Clark's Differential, Sir William Thomson's Reflecting, Detes 


tor, &c. Resistance Boxes, Condensers and Electrical Standards of every description. | 


MUIRHEAD’S PATENT DUPLEX APPARATUS FOR SUBMARINE CABLES. 


3 Wires—Gutta Percha, India Rubber, Sul and Cotton, Braided and Fany 
Wives; Electric Light Leads. 


Profs. AYRTON & PERRY'S PATENT 
-DIRECT-READING AMMETERS AND VOLTMETERS, 
ELECTRIC LIGHT PLANT OF EVERY DESCRIPTION. 


CARDEW and WERNER Aro Lampe. 
Estimates given for the Manufacture and Erection of Dynamos, Lamps, Leads, and all descriptions of Eicetric Light Pia 


COVERED WIRE OF ALL CLASSES, 
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THE JABLOCHKOFF BATTERY. 


ALREADY comments, the nature of which can scarcely 
be misunderstood by the gentleman who issues in- 
vitations to notable personages to view the demon- 
strations made with M. Jablochkoff’s latest novelty, 
have been published in our pages with a view to 
showing that this battery is no advance in electrical 
science. It may be that we have not yet said enough, 
therefore we will ask a few pertinent questions which 
M. Jablochkoff may or may not be able to satisfactorily 
answer. We will once more preface our observations 
by remarking that it is well known that almost any 
battery may be “regenerated” when exhausted by 
sending a current through it from another source ; this 
result M. Jablochkoff claims to effect by constructing 
what may be termed a compound battery with three 
electrodes. Now, we would ask, even supposing the 
accumulating or self-charging action upon which the 
inventor prides himself, takes place to any extent, and 
assuming that the internal resistance of the cell may 
thus be diminished for a time owing to the larger sur- 
face of the electro-positive element exposed, viz., the 
hydrogenised carbon together with the zinc scraps, 
can the electromotive force obtained by this means 
exceed, or even equal, that produced by using the zinc 
directly opposed to the carbon tubes without the inter- 
vention of the carbon tray (the third electrode) ? 

Does M. Jablochkoff make use of any chemical 
agent to act as a depolariser for a time and to 
oxidise the hydrogen evolved during the action of 
the cell, and would not a cell of this type made up 
with carbons free from any adventitious oxidising 
agent, exhibit polarisation as in any ordinary form 
‘of single-fluid cell, although the recovery on resting 
would, in the suggested case, probably be quicker ? 

Is not this battery so inconstant that a cell placed in 
circuit with a galvanometer indicating an initial cur- 
rent of 0°33 ampère,. will fall in 12 hours to 0‘035 
ampère, and that a rest of two hours will only allow 
the battery to recuperate itself sufficiently to rise to 
0˙042 ampère ? 

Is it not patent to every person conversant with 
the chemical actions which take place in batteries, 
‘that since a neutral solution of chloride of calcium 
is the liquid employed, and there being no free acid 
to combine with the zinc or iron, nor any salt with a 
readily decomposable base, there would be formed on 
the surfaces of the zinc a film of hydrated oxide or 
oxychloride which would lead to a serious increase of 
internal résistance ? 

Has not this battery the dissdvantages of rapid 
8 on circuits of but a few ohms; great 


— 


variability of internal resistance with alternations of 
pressure at the contacts when connected up in the 
manner proposed by the inventor; great difficulty in 
examining and removing any one in a pile; and, lastly, 
the necessity for frequent cleaning and renewal of the 
solution ? 

If M. Jablochkoff or his representative should think 
these questions worthy of a reply we shall offer them 
every facility to refute that which is here, and which 
has previously been, written by us respecting the value 
with which this invention should be credited. 


THE CALORIMETRIC-MEASUREMENT OF 
GLOW LAMPS. 


By WILHELM PEUKERT. 


AN important advantage of the electric light as com- 
pared with other systems of illumination, lies in the 
relatively far smaller amount of heat developed by the 
former for an equal intensity of light. Accurate calo- 
rimetric measurements of glow lamps have not yet 
been made public, and the results obtained with such 
lamps are therefore given below, whilst I reserve for a 
future occasion a report on corresponding experiments 
with arc lamps. The experiments may be of interest 
from another point of view, as they enable us to form 
a conclusion as to the economical utilisation of the 
electric energy consumed bya lamp. The working of 
a lamp, other circumstances being equal, must be con- 
sidered the more rational the greater the proportion 
of the electric energy absorbed which re-appears.in the 
amount of light generated. 

The experiments have been conducted in the electro- 
technical laboratory of the Technical High School at 
Hanover, and it is my pleasant duty to put on record my 
obligation to Prof. Dr. W. Kohlrausch, who placed at 
my disposal the necessary apparatus, as well as to 
Herren Caspari and Ottesen, who took part in the 
measurements. 

The determination of the heat evolved by the glow 
lamps was effected by means of a calorimeter. This 
consisted of a large beaker of thin glass, which was 
filled each time with a quantity of water carefully 
weighed. 

The glow lamp in question was immersed in 
the water, which was continually kept well mixed 
by means of a simple agitator, and possessed a uniform 
temperature. This temperature was observed on a 
thermometer placed.in the calorimeter, graduated in 
tenths of a degree centigrade. The calorimeter was 
fixed on a heat insulator, and to avoid as far as pos- 
sible losses of heat to the surrounding air, a very slight 
difference between the respective temperatures of the 
air and the water was maintained during the experi- 
ments, amounting to 5° C. in one case only, and being 
in others always below this maximum value. That, in 
fact, the increase in the temperature of the water was 
little affected by the temperature of the air, is shown 
by the following rises of temperature taken at on 
intervals of time, which in few cases differ by 0˙1 
The temperature of the work room increased only — 
1° C. during the entire time of the investigation. 

To ascertain the absorption of light every lamp was 
determined photometrically, both when exposed freely 
and when placed in the calorimeter. As a standard of 
comparison, I used Von Hefner-Alteneck's normal 
flame. The current was furnished by a Schuckert’s 
compound machine driven by a well-regulated Otto 
gas engine, so that the potential difference at the lamps, 
measured with a Siemens and Halske torsion-galva- 
nometer, remained very constant. The strength of the 
current was determined with the same instrument by 
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2 the difference of potential at the ends of 
an accurately known resistance. 
The results obtained are as follows : 


Siemens and Halske Glow Lamp, 


The lamp worked with a potential difference of 
98 volts and a strength of current of 0°554 ampere, 
which values were found as the mean of all the obser- 
vations executed simultaneously, which, as already 
mentioned, differed little from each other. 

The calorimeter contained 2,471 grms. water, and if 
we calculate the value of the vessel in water as 79-1, 
the total quantity of water was 2,550°1 grms. 

oe observations were made at intervals of three 
minutes, 


15°5° 07° 
16˙2⁵ 
17-0° 07 
17˙7 0˙7 


This rise of temperature of 0°7° in three minutes 
gives an hourly development of heat of 35-7 kilogram 
calories. 

The lamp when burning free gave a light of 8:8 
normal candles, and when in the calorimeter, 81. 


Edison's Glow Lamp. | 


Potential difference .at the lamp = 93°6 volts; 
strength of current = 0°963 ampère. 

Total quantity of water, 2,791'1 grms. 

Observations at intervals of five minutes. 


16° 8° * 
18: 0° 1: 6° | 
19° 6° 
21“ 1: 6° 
| 


The rise of temperature of 1°65° in five minutes gives 
an hourly development of heat of 55°26 kilogram 
calories. 

The lamp, burning free, gave a light of 16°9 normal 
candles, an "in the calorimeter 14°4 normal candles. 


Swan’s Glow Lamp. 


Potential difference = 76 volts; current = 2°552 


ampéres. Quantity of water, 2435°1 grms. Observations 
every two minutes. 


Thermometer. | Rise of temperature. 


15:1° 17 
16:8° 17 
18°5° 1°7° 
+ 19 
21°9° 17° 
23°6° Mean 1°7° 


A rise of temperature of 1:7° in two minutes repre- 
gents an hourly development of heat of 124:19 kilogram 
calories. The lamp, burning free, gave a light of 30 
— candles; in the calorimeter of 28-2 normal 


—— — 


Bernstein's Glow Lamp. 


Potential difference - 48 volts; current = 3934 
ampéres. Total quantity of water, 2425°1 grms. The 
observations were made at intervals of two minutes. 


Thermometer. | Rise of temperature. 


15°5° 1°1° 
16°6° 11° 
17°7° 11° 
18°8° 1°1° 
19-9° 11° 


21°0° -| Mean 1°1° 


The rise of — of 11° in two minutes gives. 
an hourly development of heat of 80-03 kilogram 
calories. 

The lamp, burning free, gave a light of 52:1 normal 
candles, and in the calorimeter 51 normal candles. 

Concerning this lamp, it must be remarked that the 
quantity of heat as determined is possibly too low, 
since losses of heat were not absolutely excluded in 
the experiment owing to the construction of the lamp, 
which could not be entirely immersed in the water. 

As the electric energy consumed by a glow lamp is 
— into heat and light only, the portion of the 
total work of the current equivalent to the light evolved 
may be determined approximately, if not with absolute 
accuracy. An experiment may here be mentioned 
which was performed with an Edison A lamp. 

It was placed in the calorimeter along with a vessel 
of thin sheet copper, so that light and heat were kept 
back. The amount of heat determined in this case 
agreed to 2 per cent. with that calculated from the 
potential 2 and the strength of the current. 

If we may assume that in the first- mentioned expe- 
riments the entire heat developed was absorbed by the 
calorimeter, and that the heat lost in the air was but 
small, which approximately speaking was the case, 
we obtain for the quantities of light evolved by the 
re lamps the following equivalent quantities of 

eat. 


Siemens and Halske’s Lamp. 


Hourly quantity of heat RAS to the een 
work of the current... oes À 
Heat equivalent to the light evolved * 11°28 
Hourly heat per normal candle „ 1 


Consequently for this lamp, with reference to the 
absorption of light, the heat evolved hourly may be 
estimated at 37°73 kilogram calories, corresponding to 
74 per cent. of the total work of the current, so that 
26 per of the current falls to the quantity of light 
evolv 


Edison’s Lamp. 
Heat unites 
Hourly amount of heat to 
work of the current ... 78-01 
Heat equivalent to light evolved one … 22°95 
For normal candle hourly a 1:58 


Thus the heat evolved hourly by this lamp may be 
taken as 51°31 heat units. Hence 66 per cent. of the 
work of the current are expended in heat and 34 per 
cent. in light. 


Swan's Lamp. 
Heat units, 
Hourly amount of heat — war 4 
current 167°86 
Heat equivalent to light evolved . … 43°67 
Therefore for a normal candle hourly „ 


The heat evolved by this lamp hourly is 121°4 heat 
units. Hence 72 per cent. are expended in heat and 
28 per cent. in light. 


Bernstein’s Lamp. 
Hourly amount of heat representing work 1 
current ane 
Heat equivalent to light evolved see 


Therefore hourly per normal candle ... és 
The hourly heat for the lamp is therefore 78° * — 
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units. Of the total work of the current, 48 per cent. 
is expended in heat and 52 in light. This high per- 
centage may be due to the circumstance that, as already 
mentioned in the experiments with this lamp, con- 
siderable losses of heat were not excluded. Indeed, 
the percentages of the work of the current assigned 
here to the production of light can only be regarded as 
the superior limit. Experiments more precise than 
those here described may possibly yield lower values. 
If the hourly quantities of heat per unit of light are 

calculated into their equivalents of mechanical work, 
we obtain the mechanical work per second equivalent 
to a unit of light (and therefore for a magnitude which 
may be regarded as the mechanical equivalent of this 
light), the following values: 0°16 kilogrammetres 

Siemens and Halske), 0°18 (Edison), 0°18 (Swan), and 

19 (Bernstein). These values show a sufficient agree- 
ment for the experiments just described, but can by no 
means be regarded as giving an accurate value for the 
mechanical equivalent of light. Indeed, the expe- 
riments were not conducted with any such intention. 
These results are merely mentioned here as a corollary 
of the experimental conclusions perhaps not quite de- 
void of interest. | 

For the sake of comparison, the amounts of heat ob- 
tained with other sources of light are tabulated along 
with those found with glow lamps. The hourly quan- 
ties of heat evolved are :— 


Glow lamps. Siemens and Halsk 427 heat units. 
* Swan ese 


* * Bernstein 
Gas. — regenerative burner 1,500 
eee 


„  Two-hole burner... 


Petroleum. Round burner „ os 
* Small flat burner „% „ * 
Solar oil. Schuster & Bauer’s lamp... 3,360 „ * 
„ „ Small flat burner „ „ 5 
Rape oil. Carcel lamp 4,200 „ 55 
»” LL Reading lam 6,800 LL LL 
affin candles sii 9,200 „ 99 
Spermacetti candles 7,960 ” ” 
Wax candles et 7,960 „ ” 
Stearine candles... 8,940 „ PA 
Tallow candles ... 9,700 „ 99 


The above-mentioned experiments have led me to 
undertake a close investigation into the conversion of 
electric energy into light and heat both in glow lamps 
and arc lamps. A memoir on this subject will shortly 
appear.—Zeitschrift fiir Elektrotechnik. 


THE WITHERS PATENT GAS ENGINE. 


THE annexed engraving shows a very simple con- 
struction of gas engine manufactured by Messrs. 
Beynon and Cox, of the Torbay Iron Works, Tor- 
_ quay, and exhibited by them at the International 
Inventions Exhibition. The engine, says the Mecha- 
nical World, is of the non- compression type, an ex- 
plosion taking place once in every revolution. The 
explosive mixture is supplied and ignited, and the 
resulting products of the combustion of the mixture 
are exhausted by means of a single cylindrical valve. 
This valve is provided with a centre through-way port 
serving to connect, at the required time, a mixing 
chamber, on one side of the valve chest, with the 
cylinder port, and consequently the interior of the 
cylinder. It has also a large recess on one side of the 
central port serving to connect the cylinder port with 
an exhaust port when the products of combustion of 
the explosive mixture are to be exhausted. On the 
other Side of the central port is a second through-way 
port in which is a gas jet supplied with gas from a 
small gas pipe by means of a cavity or passage in the 
valve chest, and a small port.in the valve. The jet is 
ignited through the through-way port, from a sta- 
tionary flame just outside the valve chest. In order to 
ensure a uniform supply of gas to the cylinder for 
each charge, a small stop valve is provided, worked 


from the end of the shaft which connects the gas main 
with the supply port in the valve. As the valve moves 
forward about one-half its stroke to admit the charge, 
the valve opens communication between the mixing 
chamber and the cylinder. The valve is operated by 
means of the connecting rod, as shown, and a roller 
forced to bear upon a cam on the main crank-shaft by 
means of aspring. The engine is fitted with a water 
jacket, preventing any possibility of overheating and 
the consequent wear and tear. 

The operation of the engine is as follows :—Sup- 
posing the piston to be at the bottom of its stroke and 
that the space below it contains air, and that the gas 
bag is full of gas, the slide valve will be in such a 
position that its central port makes communication 
between the cylinder and the mixing chamber, so that 
the combustible mixture passes into the combustion 
chamber. The charge contrives to pass into this 
chamber during one-third of the up or working stroke, 
the valve remaining stationary during this period. 
The valve is then moved by the cam and the supply 
cut off, and communication opened between the cylin- 
der port and an igniting jet in the slide which 
explodes the charge in the combustion chamber and 
drives the piston forward for the remaining two-thirds 


of its stroke. Just before the end of its working 
stroke, the piston uncovers an exhaust opening allow- 
ing of the free escape of the products of combustion. 
At the same time the slide valve admits air which 
thoroughly purges the cylinder. During the back 
stroke of the piston, the exhaust cavity of the valve 
makes communication with the cylinder port, and the 
remaining products of combustion are forced out. 

In order to clear the igniting nipple in the valve of 
the products of combustion after the explosion, it is 
put in communication, by a port in the valve, just 
before it reaches the end of its stroke after the explo- 
sion, with an exhaust port effectually relieving the 
pressure in the gas port of the valve, and ensuring that 
the nipple shall be charged with gas in time for the 
next working stroke. The jet is relighted on the 
return stroke of the valve by the fixed jet, it being 
kept supplied with gas through a passage in the valve. 
It will also be seen that. during the whole time the 
piston is descending, the igniting jet is opposite the 
stationary flame. The engine, as stated above, is 
simple ; it is controlled by a single slide valve without 
any gearing, and can readily be taken to pieces, cleaned 
and put together again by any ordinary person, which 
is a great desideratum where the engine is worked by 
inexperienced hands. The engine is fitted with a 
governor and also with a water jacket, so as to prevent 
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an ibility of overheating and the consequent wear 
— ees, During the Building Trades’ and Manu- 
facturers’ Exhibitions held at Bristol, it was employed, 
we are told, by Messrs. King and Co. to drive a small 
dynamo-electric machine, feeding Swan incandescent 
lamps, lighting up their exhibits, and was stated by 
them to be remarkably constant in speed, and gave 
them perfect satisfaction in every way. 


BAZIN’S ROTATIVE BATTERY. 


THIS battery, we understand, has been designed for 
the purposes of electric lighting, and the representatives 
in London are MM. Huon & Collet. 

M. Bazin’s apparatus is a combination of Poggen- 
dorff’s bichromate battery, and of mechanical depolari- 
sation by rotation, the principle of which is therefore 
very old. 

Fig. 1 shows the arrangement adopted. 


Fie. 1. 


The zines and the carbons are mounted upon one and 
the same axle, to which a slow and regular rotatory 
movement is communicated by the aid of a small 
electric motor supplied by a distinct element. The 
battery represented in fig. 1 comprises eight elements, 
seven of which are utilised in the outer circuit ; each 
element is composed of a disc of zinc placed between 
two discs of carbon; the liquid is contained in rectan- 
gular troughs, which hold each 3 litres. The immersion 
of the elements is regulated by raising up a platform 
on which all the troughs are placed. The immersion 
may vary from zero toone-third of the surface of the 
discs, according to the degree of exhaustion of the 
liquids. 

The diameter of the discs, and the number of the 
elements in series, may be made to vary according to 
the duration of the effects to be produced in the outer 
circuit. M. Bazin has constructed other models with 
oscillating elements, but we (M. Hospitalier in 
L’Electricien) have not had the opportunity of experi- 
menting with them. Inall the movement is communi- 
cated at once to the carbons and the zincs, which in 
our opinion is an inconvenience, since the liquid con- 


veyed out of the element by the zinc during rotation is 
used in pure loss. 

However it may be, here are without comments the 
results obtained in the best of the three complete dis- 
charges which we have had the opportunity of effecting 
with the rotative battery. 

The battery used in the experiments comprised eight 
elements ; one of these elements served to supply the 
motor which gives the axle supporting the zincs and 
the carbons a rotation of about one revolution per 
minute; the other seven elements are connected in 
series on the outer circuit. This outer circuit is com- 
posed, beside the connecting wires, of a resistance of 
0-1 ohm in nickel silver, 6 millimetres in diameter, 
four Cruto lamps of 6 volts, arranged in parallel, and 
an ampéremeter. 

The current was measured by taking the differences 
of potential at the extremities of the resistance of 01 
ohm with a movable frame galvanometer (Deprez- 
d’Arsonval’s model) previously calibrated by a total 
resistance of 2,000 ohms, and giving under these con- 
ditions 50 divisions per volt on each side of the scale, 
The sum of the two readings gave the current directly 
in tenths of an ampere. 

The same apparatus enabled us to measure the differ- 
ences of available potential at the extremities of the 
battery, by raising the total resistance of the circuit of 
the galvanometer to 10,000 ohms. 

The arithmetical mean of the two readings of each 
side of thescale gave this difference in tenths of a volt. 

The corresponding available power in watts was 
obtained by multiplying the current by the difference 
of potential. 
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Fia. 2.—DIAGRAM OF THE DISCHARGE. 


The total quantity of electricity supplied, as well as 
the total electric energy, were obtained by measuring 
the corresponding surfaces of the subjoined diagram 
(fig. 2) by means of Amsler’s planimeter. 

Each of the elements contained 3 litres of liquid. 
This liquid was an acidulated solution of bichromate of 
potash ; 125 grammes bichromate, and 300 grammes 
sulphuric acid per litre. 

The discharge was effected in three stages :— 

1. Continuous discharge for two hours (from 0 to 120 
minutes). Stoppage of two hours twenty minutes. 

2. Continuous discharge for one hour, with a greater 
immersion of the elements (from 120 to 180 minutes.) 


3. Total immersion of the elements and continuous 


discharge for 90 minutes, without stoppage between the 
second and the third stage. 

The elbows of the curves at the points 120 and 180 
minutes indicate distinctly the augmentations obtained 
in the yield by the decrease of the internal resistance 
resulting from the increase of surfaces. 

The subjoined table summarises the principal condi- 


tions of the total discharge, the factors of which are 


shown at each instant by the diagram, fig. 2. 
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ELECTRICAL REVIEW. 
Duration of discharge. 44 hours. similar to the outer rails, laid, with the Daft patent 
Quantity of electricity supplied + — insulator, midway between the enter 
— The insulator (see fig.) consists of an iron shoe o 
Total —— "of zine (motor not aoe aes diamond shape, 8 inches long, 34 inches wide and 
included) „ OR inch thick, with two converging ways upon one of 
Mean consumption of zinc per element 1609 — ts surfaces. | | 
ampère hour ” Wedged between these ways is a round block of 
— 1 the tee. — i — | wood of truncated cone shape, in height, 24 inches. 
Mean power of battery during a dis- Ré Upon this block is screwed a round iron cap. This is 
a ia 44 inches in diameter and 2 inches deep. Coming 
Mean power of an element 10°74 „ within J of an inch of the iron shoe, it thoroughly pro- 
tects the wood block. The rail placed on the cap is 
3 series) ve wen 5 13-1 volts. held in position by two bolts screwed into the cap. 
do. 5 5 The difficulties of constructing such a work, it being 


If we calculate the consumption of the battery as 
referred to horse-power hours, and taking account of 
the circumstance that the seven elements during this 
discharge have yielded 0°45 horse-power hour, we find 
in round numbers :— 


Zine... 23 kilos 
Bichromate of potash 
Sulphuric acid gy 
Total volume of solution .. 45 litres. 


Such are the present working conditions of the 
Bazin battery. To justify the insufficiency of these 
results, M. Bazin points out that our experiments have 
been made with the first apparatus constructed for his 
own studies, and necessarily incomplete. He promises 
by October next more perfect apparatus, in which we 
shall find decided improvements. We shall therefore 
await further experiments before passing a final judg- 
ment. 


THE DAFT ELECTRIC RAILWAY AT 
BALTIMORE. 


A WRITER in the New York Electrical World gives 
the following particulars respecting the adaptation of 
electricity for propelling tramcars on a two-mile length 
of line in Baltimore. We shall be pleased to record 
the results of this trial from time to time, and we trust 
that the experiment may be of such a nature as to lead 
to the permanent adoption of electrically driven cars 
over the whole line. Our informant writes :— 

In the early part of last spring the Baltimore Union 
Passenger Railway Company, hearing of the rapid 
progress of the Daft Electric Light Company with 
their system of electric railroad lighting, and wishing 
to increase their carrying capacity, investigated the 
matter. Satisfied with the completeness of the system, 
an order was at once given to construct two motors 
and equip the Hampden branch of their lines. 

It was some time, however, before definite plans 
were settled upon ; but about the middle of last April 
work was commenced both at Baltimore and at the 
Daft works. On June 10th the first motor was shipped, 
after having undergone a week’s severe testing. The 
Baltimore Union Passenger Railway Company is one 
of the largest in the city. It operates twenty-five 
miles of roads, and has within its stables nearly 

horses. The Hampden branch is just two 
miles long, runs through the villages of Hampden, 
Mt. Vernon and Woodbury, aggregating some 15,000 
inhabitants, and is one of the hardest bits of line the 
company operates. Starting from the main terminus 
on Huntingdon avenue, there is scarcely 300 feet of 


level road throughout the entire length. The village 


of Woodbury, though not two miles distant, is 150 feet 
higher than Baltimore. Gradients and curves consti- 
tute the main features. The heaviest gradient on a 
tangent is 319 feet, and on a curve 352 feet per mile. 
The sharpest curve has a radius of but 50 feet, the 
largest 89 feet. 

To equip this road the joints of the outer rails were 
perfected, and a third rail, an ordinary 25-lb T rail 


all entirely new, have been many, but have been met 
and successfully overcome, 

The centre rail forms the outgoing lead, the two 
outer rails with the ground being the return. The 
resistance of such a line will be less than 03 of an 
ohm,* with perfect joints. At the main terminus a new 
building, forming one room 20 x 40 feet, has been 
built for the engine and dynamo. The engine is a 
16 x 24-inch Atlas engine, built at Indianapolis. The 
boiler and all fittings are from the same firm. 
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Merxop or RAIL INSULATION. 


The dynamo is one of the Daft Company’s largest. 
Its total weight is 4,200 Ibs., and its maximum capacity 
is 300 ampéres at 125 volts electromotive force. A 
9-inch double belt connects direct from the 10-foot fly- 
wheel on the engine to a 15-inch pulley on the 
dynamo. Switches, regulators, automatic cut-outs and 
all other safety devices necessary for a complete 
system will be put in, as precautionary measures 
against every possible form of danger or trouble. 

The receiving machine is a compound series motor 
capable of delivering 8 H.P. Its total weight is 
1,100 lbs., the armature being 196 Ibs. The compound 
nature of the field permits of a wide range of resist- 
ances, and hence of magnetic strength of field. As the 
armature speed depends, in a certain sense, upon this 
field, a perfect means of regulation of speed is ob- 
tainable. 

Motion from armature shaft to car wheels is obtained 
by internal gears. Upon each end of this shaft a 3-inch 
phosphor bronze gear is keyed. LR 

These engage with large gears, 27 inches in diameter, 
fastened to the axle of the driving wheels. By this 
arrangement the energy of the armature is utilised 
practically almost directly upon the periphery of the 
driving wheels. The speed of armature to drivers is 
as 9 to 1. Therefore as the wheels must make 509 
revolutions to the mile, the armature makes 4,581 revo- 
lutions. 

The ratio of peripheral speeds, however, of armature 
to drivers is as 3°27 to 1. 


* Should not this be per mile?—Eps. Exec, Rey 
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As high speed is the normal condition of an arma- 
ture, no real sacrifice is made to gain leverage. The 
speed of armature for 8 miles an hour, the limit the 
law allows, is 610. To take up all back-lash of gears, 
the motor is arranged with pivotting bearings at one 
end and a regulating screw at the other, both resting 
upon heavy pieces of rubber. This pivotting arrange- 
ment is again advantageous in case of repairs, or in- 
spection through accident ; the large gears being held 
in place by means of a set screw and long spline. On 
loosening the set screw, they can be easily removed 
along on the axle, freeing the small gears. The motor 
then can easily be raised to a vertical position allowing 
free inspection. 

The controlling device consists of four heavy brushes 
bearing upon a stout frame of soapstone carrying broad 
and properly shaped contact pieces. This whole is 
inclosed in an 8 inch by 16 inch iron box, with an 
ordinary engineer’s handle and guide. 

Four movements are made, controlling the com- 
binations of the field magnets, which vary from 0°39 
to 3°75 ohms. The resistance of armature is 0°24 of an 
ohm. By proper connections with the switch, the 
motor can be slowly and easily started, stopped or run. 
By turning a small handle placed just to the left of 
the main switch, either to the right or left, one of two 
pairs of brushes is brought to bear on the commutator, 
thus giving the directive motion to the armature, and 
obviously to the car. 

Another switch just to the right of the main switch 
is a dead cut-off controlling the main current coming 
from a contact wheel. This is placed underneath the 
car, and consists of a heavy 14-inch wheel of phosphor 
bronze, free to slide 4 inches to the right or left, and 
rotating freely upon its shaft.. A deep groove is cut 
into the rim, fitting the centre rail. By a lever and a 
heavy spring a constant pressure tends to keep the 
wheel down on the rail. By this arrangement the 
wheel can adapt itself to every curve or change of level 
of the rail. An ordinary hand brake is placed in the 
car just to the left of the switches. By this handy 
arrangement one man, with a little practice, can easily 
manipulate the switches and brake, and so control 
the car. 

Before shipment the car was thoroughly tested, and 
worked admirably. 

At Baltimore a few preliminary tests have been made 
over the entire length of the line. Although all arrange- 
ments have not as yet been completed, most excellent 
results have been obtained, ensuring its perfect success. 
At present, 60 round trips are made per day, each occu- 
pying 45 minutes; and 29 horses are necessary to ope- 
rate the line. On many of the grades and curves the 
two horses are taxed to their utmost. With proper 
joints bringing the resistance down to 50 per cent. 
above the theoretical, making the total resistance about 
0˙5 of an ohm, the motor is estimated to haul two cars 
over all the curves and grades, and make a saving of 
nearly 50 per cent. in time. ä 


THE ELECTRIC ARC LAMP FRICTIONAL 
CLUTCH.* 


By EDWARD P. THOMPSON, M.E. 


THE well-known trick of a ball and string passing 
through a crooked hole in the ball, whereby the loosen- 
ing and tightening of the string cause the ball to fall 
and to stop respectively, operates upon the same prin- 
ciple as the frictional clutch, and the principle may 
therefore be defined as a clutch for a carbon holder, 
consisting of a device whereby a variation of pressure 
upon the carbon holder produces a variation of motion 
of the electrode. Any device falling under this defini- 
tion is a frictional clutch. | 


* Abstract of a peer read before the American Institute of 
Electrical Engineers, May 20th, 1885. 


Any one making a frictional clutch will infringe no 
one’s patent so long as he makes a clutch different 
from any other clutch in every detail; for the patent 
granted to Slater & Watson, of London, in 1852, No, 
212 (English), includes two superposed clutches which 
are simultaneously the armatures of electro-magne 
and through both of which the carbon holder freely 
falls when the armatures are horizontal, but ceases to 
move when the armatures are inclined, exactly in the 
manner of action. of the ring clutch in the Brush lamp, 

Some have said that the unsteadiness of the arc lamp 
is due to the poor quality of the carbon ; others, to the 
defects in the generator ; others, to the cutting in and 
out of other arc lamps; others, to poor construction of 
the system in general ; and others, to all these com- 
bined ; while they seem to think that the clutch hag 
reached its perfection and there is nothing to be said 
‘against it; whereas, according to the definition, a 
clutch could certainly be made which would produce 
alternate darkness and brightness at almost any rate. 

We may safely say that the steadiness depends upon 
the clutch more than upon anything else. 

Coming now to the action of the ring clutch and all 
its modified forms and adjuncts, let its operation be 
analysed thus, with as little reference as possible to any 
other part of the lamp. When the ring is horizontal, 
the carrier of the carbon electrode is free to fall. When 
it is inclined at its maximum, the carrier is retained 
in a fixed position. At a certain point of inclination, 
the least increase or decrease of inclination will cause 
the carrier to fall or to be retained from falling. If 
the increment or decrement of inclination be infini- 
tesimal, the carrier and clutch are still in contact, 
and the friction existing between the two surfaces 
diminishes the velocity as it tends to increase, and 
thereby gives the holder a uniform motion through an 
infinitesimal distance; but the increments and decre- 
ments of inclination of the ring are not infinitesimal, 
and therefore the ring and carrier are not in contact 
when the decrements of inclination occur, although the 
period of non-contact is very short. The consequence 
is that the velocity of the carrier increases as the square 
of the distance during the time that the ring and carrier 
are out of contact. To take the place of this lack of 
the retarding effect of friction, inventors have supplied 
a dash-pot whose piston is connected directly or in- 
directly with the ring. This is a help, undoubtedly, 
and its efficiency would be very marked were the in- 
dividual movements of the carriers of any considerable 
degree ; but as they are all within a distance of a very 
small fraction of an inch, such as a tenth or a hun- 
dredth, the piston scarcely acquires any motion at all, 
and especially not till after the carrier has been checked 
by an increment of inclination of the ring, on account 
of the inertia of the parts and lack of definite motion 
at the connecting joints. 

As a means of closing doors noiselessly and in steam 
engines, the dash-pot is very desirable and effective for 
the purpose intended, and is adapted in all cases where 
any considerable extent of motion takes place; but for 
an arc lamp clutch it is theoretically and practically a 
non-success. 

Several patents have also been taken out involving a 
spring attached to the ring, so that the motion of the 
carrier will be retarded when the ring is inclined. 
This may be called an improvement from some stand 
points, but the fact still remains that the carrier and 
ring, even with the spring attachment, do not remain 
in contact, and therefore the movements of the latter, 
being vibratory, the movements of the former are 
vibratory also, and not only vibratory, but jerky, as 
familiar to all versed in the art. 

Waterhouse and Loomis have introduced further im- 
provements by having two ring clutches, the former 
inventor supplying dash pots and springs and locating 
the two rings at a distance from each other; while 
Loomis’s patent locates the one ring upon the other 
with a spring between the two, the idea in each being 
to obtain steadier motion by such an arrangement that 
the primary clutch is assisted by a secondary clutch, 
producing a combined and more effective result, 
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However, in all the improved forms thus far men- 
tioned, and in numerous other patents acting on the 
principle of the ring clutch, the motion of the latter is 
abruptly intermittent, and therefore that of the carrier 
is abruptly intermittent also. A clutch to be perfect, 
practically and theoretically, should operate to produce 
a continuous increase or decrease of pressure upon the 
carrier, and the piece producing this pressure should 
always be in contact with the carrier; 4.e.,the pressure 
should never be zero, neither should it be so far 
diminished for maximum movements of the ring that 
the carrier has an accelerating motion. | 


New Arc Lamp CLurcx. 


We have before us a clutch invented by Mr. Jean A. 
Wetmore. It combines within itself all the qualities 
and fulfils all the conditions required. 

Its true value will be appreciated upon inspection of 
its construction and operation. As seen, it consists of 
a cylindrical coil spring through which passes the 
carbon carrier. By certain manipulations of the spring, 
the carrier may be regulated in its movements with 
the utmost nicety. If the spring is bent laterally, the 
carrier is lifted. If the spring is partially straightened 
again, the carrier is subjected to less pressure, and con- 
sequently its own weight causes it to move downward, 
not with an accelerated, but uniform motion, because 
the coil spring, tending to straighten itself, constantly 
presses against the carrier. It may be manipulated by 
the hand as easily as a ring clutch by electro-magnets, 
showing that its good results are not dependent upon 
the delicacy of action of the operating force. Accord- 
ingly, when operated by electro-magnets in the main 
and shunt circuits, the carrier is regulated so perfectly 
that the light is almost as steady as that of an incan- 
descent lamp. 

This clutch may truly be said to act by causing a 
variation of pressure upon the carrier. It may be 
operated effectually by the separate action of the shunt 
and main magnets, or by that of both, as in most ring- 
clutch lamps. The application of both magnets to its 
action is as simple as in the coil spring itself, and is 
accomplished by arranging the main magnet to bend the 
coil by a lateral pull upon its lower end, and the shunt 
magnet to straighten the coil by means of a forked 
lever, each end of which acts upon the opposite ends 
of the coil spring respectively and in opposite direc- 
tions. There are several modifications adapted to be 
applied to cause the clutch to act, and the general 
mechanism may be the same as or different from that 
of any other lamp. Mr. Wetmore has shown as much 
genius and simplicity in the details of construction of 
the whole lamp as in that of the clutch itself. 


en the main and shunt magnets are both em- 


ployed to operate the clutch, the arrangement of the 
levers is as shown in the drawing. 

F shows the carbon holder, and the helical line shows 
the clutch, while the main magnet operates the end of 
the coil, and while the other end is fixed to the sup- 
port, Y. The shunt magnet operates the lever, R, which 
is forked by the branches, T and Z, the two arms being 
adapted to straighten the spring, while the main magnet 
4 adapted to bend the spring and thereby retain or lift 

e carbon holder according to the amount of move- 
ment upward of the lower end of the coil spring. 


DISCUSSION. 
* THOMPSON : Thirty years Lacassagne and Thiers in- 
vented the differential magnet applied to the arc lamp, and it is 


the preferable form to apply with any clutch. The main magnet 
is modelled to bend the spring laterally. The shunt magnet acts 
on opposite ends to straighten the spring. There is no 
movement necessary ; it will take place even in a smaller distance 
than with the ring clutch. | 

Mr. E. P. Rosezrs : I understand Mr. Thompson to claim that 
the motion is so uniform that it does away with all necessity for a 
dash pot. If that is correct, I should say it would be most 
— in many places. I have had experience with dash pots 

zing up. 

Prof. W. A. ANTHONY : I have been very much interested in 
this paper, and the device seems to me very ingenious and very 
useful. I rose merely to speak of what I conceived to be the 
theory of the action of the thing. I understand from Mr. Thomp- 
son that his idea of the action of friction is that it does not de- 
pend on the velocity except in some cases; but I have found by 
actual experiment that in all cases of very slow motion the friction 
does depend upon the velocity, and that it increases with the 
velocity in the case of iron upon iron, and wood u iron, and 
brass upon brass. After the velocity reaches a certain—not a very 
large—amount, a velocity of a foot a second or „ 
then the friction becomes very nearly uniform and even diminishes 
somewhat, but at first the friction does increase and increases con- 
siderably with the velocity. Now it seems to me that that ex- 
plains very well the whole action. The pressure of the spring 
upon the carbon rod is a — à ight one, and it varies only throug 
small amounts by a considerable motion of the magnet, as I 
conceive it. Now, if the pressure is diminished somewhat, the 
rod will go faster and so increase the friction by an increase of 
velocity ; and if the friction is equal to the weight of the rod, then 
the will move with a uniform velocity. It is perfectly well 
known everywhere that when the forces acting on a moving body 
balance each other, the motion is uniform. Now, if an increase 
of velocity increases the holding force, and makes it — to the 
weight of the rod, the rod will move with a uniform velocity, and 
that up to any velocity that would ever be allowed in the case of 


a moving carbon holder ; so that it seems to me that that does 


fully explain the action. 

The Cuarrman: I understand that Mr. Wetmore, the inventor 
of this means of adjusting the holder of this carbon, is present, 
and as it does not require a formal motion, unless there is an 
objection on the part of the members of the society, I shall call 
upon Mr. Wetmore. He probably has gone through all the 
theories and views and studies relating to this method of adjust- 
ing the holder of carbon, and I ask him to give the soviety his 
ideas and his experience on the subject. 

Mr. Wetmore: I have had some little experience in —— 
different forms of electric lamps, arc lamps more especially, an 
they are continually getting out of adjustment and giving trouble. 
Another thing is that they are too complicated in a certain re- 
spect. A great many of those lamps have to be put into the hands 
of inexperienced men, men who are not well informed as regards 
the principles of electric lighting, and I made up my mind that it 
was almost a necessity to get the lamp as simple as possible, to 
make the parts perform as many offices as possible, and require as 
little adjustment as possible. Now this method of using a spiral 
spring for the clutch is the one I employ. This spiral spring not 
only has a clutch, but I may add it forms an electric contact 


between the incoming wire and the carbon holder. Of course this 


spring is always in contact with the carbon holder and the cur- 
rent is not interrupted, so that I make the 7 spring perform 
the action of a clutch, of a dash pot, and of an electric contact 
with the carbon holder. It is very easy of adjustment and re- 
quires very little attention. I do not know, gentlemen, that I 
have anything further to say in regard to the matter. 

Mr. Roserts : I would like to ask Mr. Wetmore whether in 
running his lamps he finds any burning on his rod, and whether 
he uses any other contact besides his spiral spring ? 

Mr. Wetmore: When I first started to experiment with it I 
found that there was a tendency to heat, but no burning; that 
was when I employed a very light spring; but you will see that 
the spring I have here is of quite heavy diameter, and I found 
that in employing that and 4 — the weight of the carbon to 
the weight of the carbon holder, it gave me a ect electrical 
contact between the spring and the carbon holder, and I found 
no difficulty whatever in respect to burning. There were three 
principal points of contact in that spring with the carbon holder, 
and each principal point of contact is composed of several points 
of contact. If you will allow me I will explain that. The spring 
in its normal condition is perfectly straight. I pinch it in that 
condition and you see it is perfectly solid (illustrating). Now 
what is the condition? There are three points of contact there. 
That is one principal point. Here, commencing on this side, there 
are several—eight, or ten, or fifteen. There is another DE 
point of contact conrposed of several contacts, as you see. i 
side again there are one or two. Now again I employ the shunt 
circuit to release these coils, and in what way ?—The main circuit 
may be in operation and clutch it tightly. Now if there is more 
current going through the shunt circuit, I employ that shunt 
circuit and press in on the twosides. The result is that thespring 
is straightened and the carbon falls down slightly. All that is 
oe is to have two forked pieces right there to press in on 

spot. 

Mr. FRANKLAND JANNUS: I would like to ask Mr. Wetmore one 
question: Whether there is enough difference in resistance 
between the clutch and the carbon at the period of feeding to 
affect the light? When it lets go, when the rod moves, » of 
course, the contact is very materially lessened, does the difference 
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in resistance then affect the 1 ? Is there enough difference in 
the resistan t? 

Mr. Wetmore: That is so far as interrupting the current? 

Mr. Jannus: Yes. 1 

Mr. Wetmore: No, sir; there is not. That spiral spring is 
always in electrical contact with the carbon holder at all times. 

Mr. JANNUS : I appreciate that point; but when it feeds of 
course it is in a position of holding together. When feeding takes 

lace there is just as little contact as there can possibly be. 
Sea at that time, I want to know, is there a sufficient difference 
in contact from what there is when the carbon holder is stationary, 
so as to make any difference in the light ? 

Mr. Wetmore: There is always frictional contact with this 
clutch, and that differs radically from the contact of a common 
clutch ; that lets down suddenly, allows it to drop down quickly. 
With this it is constant and gradual, it is an easy sliding down. 

Mr. Grorez A. Hamitton: I presume the resistance is 80 
small compared with the resistance of the arc itself that it makes 

little difference. 

. H. B. Suatzer: If I understand the question of Mr. Jannus, 
it presupposes the case of an irregular motion when this spring 
feeds, or allows the carbon to feed; hence, that there is a variation 
in the pressure of contact, and consequently a variation of resist- 
ance. As I understand the explanation of the inventor, there is a 
constant and regular motion, and therefore a constant and regular 
pressure there. Thus there would be no variation in the resist- 


ance. 

Mr. F. L. Porz: I think that the fact that there is no per- 
ceptible burning at the point of contact shows very conclusively 
that there is no resistance there. The production of resistance at 
the point of contact of the spring with the carbon holder, if it 

uced heat, would be just so much heat subtracted from the 

eat in the are, and would produce a variation, but we find as a 

matter of fact, as the gentleman said, that no injurious heating is 

shown there. It is very evident that there can be no injurious 
resistance there. 

Mr. THomPson: The weight of the carbon holder and the car- 
bon is considerable. In order to retain that in a permanent 
position it requires a force equal to the weight. That force is the 
pressure with mr the two are in contact, and of course there is 
no king or burning. 

Prof. 2 In connection with just this point, I want to 
say that we have a carbon holder, a carbon rod of so much weight 
as there is in connection with an electric lamp, which is held so 
that it moves steadily with a slow motion. There must be 
sufficient pressure bn that to carry the electric circuit without any 
appreciable resistance. Now if there is here a sliding, and not 
an actual letting go and allowing it to drop, such a slow motion 
necessitates a constant uniform pressure on the rod, which is 
sufficient to reduce the resistance to something very little—almost 
nothing in comparison with the arc. 


THE BRIGHTON ELECTRIC RAILWAY. 


A LONG discussion on this subject took place at a meeting of the 
Brighton Town Council, on Thursday week ; the Works Committee, 

ursnant to a resolution of the Council of the 21st ult., requesting 

em to consider and report whether it was advisable that Mr. 
Volk’s electric railway should be allowed to remain on the Beach, 
reported that they were of opinion that the electric railway is 
an attraction and an amusement to visitors to the borough, and 
that the Town Council should permit the same to remain for the 
te pending the consideration of the | mg of improving 

adeira Road, and the building of a lift or lifts therefrom to the 
Marine Parade, subject to the same terms and conditions upon 
which the railway is now permitted. The committee were also 
of opinion that Mr. Volk should pay an increased rental of £70 
per annum for the arch opposite Paston Place,.Groyne, now let 
to him at £20 per annum, and that such increased rental should 
commence from the 24th June last. 

Councillor Berry moved the adoption of the report, and pointed 
out that if at any time the development of Madeira Road were 
contemplated Mr. Volk would be subject to the same notice under 
the arrangement suggested by the committee as under that 
hitherto existing. 

Councillor Woop seconded the adoption of the report, and an 
amendment was moved by Councillor HALL, for the purpose of raising 
a discussion, to the effect that the rental for the arch and the 
privilege of running the railway should be fixed at £100 per 
annum. The railway had been recently assessed at £392 per 
annum, and deducting £20 per cent. for repairs, &c., the rateable 
value was £314. He challenged the committee to show on what 
intelligent basis they had come to the conclusion that £70 was a 
fair rental to pay. | 

Councillor HumPHREYS, in seconding the amendment, said that 
the rental ought to be £250 a year. 

Alderman Lams, having professionally attended twice at the 
Assessment Committee when the assessment of the railway was 
under consideration, said that the gross receipts of the railway 
during the previous twelve months, as furnished by him to the 
committee, were £1,800, from which had to be deducted the work- 
ing expenses, amounting to £1,200, leaving £540. Having these 
figures before them the Assessment Committee very soon con- 


sidered what ratable value Mr. Volk ought to pay. It was a 


mistake to su that Mr. Volk had made a lot of money by the 
railway, and he . mention that during the last six months 
the receipts had only amounted to £200. 

Councillor WeLLs remarked that he looked upon Mr. Volk as 
one who wanted to attain wealth at the expense of the ratepayers, 
— Volk was going to take all the profit, and he ought to pay 

or it. | 

Councillor Weston said that he knew that the money for the 
railway had been found by some of the members of the Council, 
who supported the recommendations of the committee, a remark 
which he subsequently withdrew at the request of the Mayor. 

The amendment was put, and lost by 10 to 29. 

Councillor BALLARD moved, and Councillor CARPENTER seconded 
a further amendment that the report should be referred back to 
the committee, which was lost by 13 to 25. 

Councillor WELLSs, amid some laughter, moved an amendment 
to the effect that the rent for the arch and the site of the railway 
should be at least £400 per annum, but on this being put only 
three voted in its favour. 

The original resolution was then carried by 28 to 11. 
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IMPORTANT TELEPHONE PATENT CASE. 
(Continued from page 56.) 


(Specially reported for the ELecTRicAL REVIEW.) 


Hieu Court or Justice.—CHANcery Division. 
(Before Mr. Justice Norru.) 


UNITED TELEPHONE COMPANY, LIMITED, V. BASSANO AND 
SLATER. 


Thursday July 16th, 1885. 


PROFESSOR GEORGE Fons was called and examined by Mr. 
PuiumptTre. After the usual statements as to acquaintance with 
telephony, the specification of Edison, and the instrument of the 
“te. Fa First of all, as regards the diaphragm. What 

Mr. PLumpTRe : First of all, as e diap m. 
do you understand by the word diaph , used in its ordinary 
sense ?—That is a — which I do not know that I am par- 
ticularly capable of answering, except from the fact that in one's 
laboratory, and in physical science generally, one is continually 
using pieces of apparatus in which a diap is used. Of 
course, if one to the derivation of the word, it means 

Mr. Justice Nortu: Les; but the ordinary usage of it ?— 
Well, my own impression of the usage of it is, a thin flat partition 
dividing a piece of apparatus into two parts, or separating one 
— of an apparatus —one part of a structure, perhaps, would be 

tter; that would include the human frame —dividing one part of 
a structure from another I do not know that I remember 
any case where the word in its ordinary acceptation, at the date 
of this specification, was ever given to anything that would not be 
included in that definition. 

Well, now as to its use in telephony. Has it any particular 
meaning in telephony ?—Do you mean now, or at the date of the 
specification ? 

Mr. Justice Nort : If there is any difference, tell me of which 
you are going to speak.—If I speak of the present date, I must 
say that in the course of the last few days I have learnt for the 
first time that it has a very different signification in some people’s 
minds to what I ever knew of it before. If we speak of the date 
of the patent, I think the word in a telephonic sense may possibly 
have had some signification. Up to that time the only telephones 
that were practically known, or at least known to me, were Reis’s 
transmitters. 

Mr. Justice NortH: At the date of the patent, had the word 
any use that you know of other than its ordinary sense ?—No 
different meaning. 

The ATTORNEY-GENERAL : I am not going to contend that it has. 
“Telephonic sense” are Mr. Bigham’s words, and not Sir 
Frederick Bramwell’s. 

Mr. PLumpTRe : Now, as regards the word diaphragm, as used 
by Edison ?—In the Edison specification, it seems to me that the 
sense in which he uses the word diap is very clear; and he 
makes it still more clear by referring 

Mr. Justice Nortu: Let me have, first of all, what it means in 
that specification.—The word diaphragm in this specification seems 
to me to retain the same signification which I have already given 
to it. The part of the apparatus which forms the diaphragm 
is very clearly described in the specification by rr it as a 


diaphragm or —— This qualifies the meaning of the word; 
sa pan is some- 


or rather, I shoul „ it adds to it, because a tym 
une. in the nature of a drum-head, and the centre of a tympan is 
capable of resounding to the voice, and executing a to-and-fro 
motion in a direction perpendicular to its plane. ese functions 
had been necessary in the diaphragm, if it was so called, in Bell’s 
instrument, and they are essential features in the transmitter 
which is described by Mr. Edison. 

Mr. PLumpTRE: Will you be good enough to tell me, * 
that construction of the word diaphragm, where you find it in tha 
transmitter * a model of an Edison instrument) ?— The 
diaphragm here is a brass plate at the base of the mouth-piece. 

As regards the or of that diaphragm, do you gather from 
the specification that it had any particular position in respect to 
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the tension tor?) — Most distinctly so. That tympanic 
action or to- and - fro motion of the diaphr centre is essentially 
necessary with respect to its relative position compared with the 
tension regulator. This to-and-fro motion has reference to the 
tension regulator, and so the position of the diaphragm has essen- 
tial reference to the tension r tor. This is very clearly 
pointed out in this specification—the necessity for this. 

Mr. Justice Nortu: First tell me what you say the position so 
defined is ?—The position is between the resonant chamber, as it 
is called, and the tension regulator. Its position with respect to 
the tension regulator has attention drawn to it very clearly. 

First tell me what P ag: say the position is ?—Between the 
resonant chamber and the tension regulator, in all cases. 

What is your pp. as to the position of the tension regu- 
lator with regard to it ?—In the first place, that the diaphragm 
lies between the resonant chamber and the tension regulator, and 
in the second place, that the tension —— is moved by the to 
and fro motion of the centre of the diap . 

I don’t think anyone will dispute that. t is there any indi- 
cation on which side of the diaphragm it is to be ?—No, I think 


not. 

Then the tension regulator is to be near the diaphragm ?—If 
your lordship will refer to 5, and the end of the fourth 
paragraph, you will read, “ There being a delicate cork centre- 
piece, w, to the diaphragm, B, with a piece of platina foil.” 

What do you say about the position of the tension regulator ?— 
That clearly indicates, to my mind, that the tension regulator 
must be in contact with the centre of the diap , or in contact 
with something attached to the centre of the diap , directly 
or indirectly. 

Then you say also that there is nothing to indicate on which 
side of the diaphragm ?—I really do not like to say for certain. 
It is my impression there is nothing. I find one case, fig. 10, in 
which the tension regulator is between the mouth and the dia- 
phragm, and again, a second tension regulator in its usual place. 

That is the tension regulator at both sides ?—Yes ; that is for a 
very special purpose. : 

Mr. PLumptre: Do you find any instance there where the ten- 
sion regulator is in front of the diaphragm, except in fig. 10?—I 
am pretty sure I have not seen one. But I will first refresh my 
memory by looking again. I can confidently say I have not seen 
one. 

Mr. Justice Not: You don’t find any instance where the 
tension regulator is wholly between the speaker and the diaphragm? 
—I do not; not a single instance. 

Mr. Puiumprre: Do you find explained in the letterpress 
description of fig. 10 the reason or object of having what I may 
call a double tension regulator, one on each side ?—It has a rather 
peculiar action, that double tension regulator. In all other 
cases described in this specification, Mr. Edison depended on a 
variation of the strength of the current always in the same direc- 
tion. In this case he depends upon being able to reverse the 
direction of the current, according as the diaphragm is moving 
forwards or backwards. Each tension regulator is connected with 
a separate battery, one being connected with the copper of the 
battery, the other with the zinc of the other battery. e copper 
tends to send what we call a positive current through the Tea, 
the zinc sends a negative current. When the tympan or dia- 
phragm is in its ordinary position these neutralise each other. 

Do those two touch it when it is in its ordinary position ?—I 
understand it to be so. But if the compression of the tension 
regulator is greater on the one side than on the other, that kind 
of electricity will pass along the line. Thus, when the centre of 
the tympan is moving the forward way from the speaker, there 
will be a negative current through the line, when flowing towards 
the speaker the current is of course positive. 

Mr. Justice NortH: Further off than zero would it not be 
negative in either case?—No; when it is further away from the 
normal position, the left hand tension regulator is most com- 


pr 

Yes; But then during the time it is beyond its normal ition 
—further from the speaker ?—Your lordship corrects me. I should 
have said when it is to the left, not when it is moving to the left. 
The object of it is to get alternate electric currents between 
pe i and positive rather than by variation of a single 

Which would be more effective than variations in the one kind ? 
—Which he thought would be more effective. 

Mr. PLumprre: Have you ever seen a transmitter with a ten- 
sion regulator of that kind ?—No; I have not. By-the-bye, I 
I have seen one in the Court. 

I understood you to say that in the Edison transmitter the dia- 
hragm is in contact directly or indirectly with the tension regu- 
tor ?—Yes ; it could not act without. 

Do you find that opinion supported by the plans here ?—I do; 
in every case I find them connected together. I should draw 
attention, however, to fig. 12, in which the connection is not 
222 one, but an equally effective magnetic connection: 
, that is to say, for some reason or other, a piece of iron has been 
fixed to the centre of the tympan. 
Although there is no actual physical connection, there is a prac- 
tical connection ?—Oh yes; perfectly. 
at is the function of the diaphragm introduced by Edison, 
gun d speaking ?—Its first function is to move to and fro with 

e waves of sound, and its second or effective function is to com- 

ae the tension regulator and to release it from compression 


those vibrations. 
Look at the defendants’ instrument and tell me if you find 


anything in that in the nature of the Edison diaphragm ?— 
Nothing whatever. 

Have you heard it suggested in Court that the black cone or 
resonant vase is a diaphragm? Do you agree with that statement ? 
—Not only do I not agree that it is a diaphragm, but Mr. 
Edison gives it another name. He calls it resonant chamber, 
resonant box, or cone. I cannot conceive any person—any scien- 
** man, any engineer, or patent agent, calling this circular piece 
a diaphragm. 

Does the same thing apply to the black base?—Exactly the 
same remarks apply to the black base, except that Mr. Edison 
has not given it a special name, and I think includes it un- 
doubtedly with the piece of which it forms a part, in the cases 
where he has anything corresponding to the black base. It is 
merely a means of attachment. 

Am I right in saying that in all instruments for conveyi 
speech there is something in the shape of a resonant case ?— 
won't say in all. One generally introduces something of the sort 
in a speaking tube, or anything of that sort. 

For instance, in one of the earliest telephones, Reis’s, there is 
something very large in the shape of a resonant box ?—Yes. 

Now, as regards the red back, do you consider that a dia- 
2 ?—It is totally devoid of the characteristics required by 
the diaphragm or tympan of Edison, as I understand the Edison 
specification. It does not vibrate through an op distance 
to the sound of the voice, and it is incapable of effectively com- 
pressing any tension regulator descri in the specification. It 
is not a tympan or drum head. 

Why do you say it is not a lo or drum head ?— Because it 
cannot move like a tympan. e tympan movement is a to and 
fro motion of the whole mass, and ially increasing tow 
the centre. Nor is it stretched in the manner of a dr ead. 

Mr. Justice NortH: Well, Edison’s are not all stretched, are 

en it does not differ from Edison’s ?—I say essentially it will 
not carry out the function required of it. It not that to and 
fro motion to produce a sensible compression of the tension regu- 
lator. If Edison had intended to use a thick piece of wood like 
this, he would not have described it as a tympan or diaphr . 
He might, if he had wished to draw attention to the soundi 
qualities of it, have called it a sounding board; but a sounding 
board is utterly unsuitable for the purpose of his specification. 

Mr. Puumprre: Have you ever heard it suggested, until this 
case came before your notice, that the red back or the black cone 
or the black case were diaphragms ? 

The Arrogney-GENERAL objected. That was not a proper form, 
to suggest the answer. 

Prof. Forses: I ought to say that the definite primary purpose 
of these is to form a support for the instrument. 

Mr. Puumptre: Have not all telephones some kind of support 
to keep them in their place ?—Either to keep it in position, or to 
hold it in the hand. 

You have, I think, performed some experiments testing the 
necessity of the presence of the red back in the defendants’ trans- 
mitter ?—I have performed a good many experiments upon this 
apparatus. The experiments which I — performed are im- 
portant from a scientific point of view, as mes Dre strongly 
on the modus operandi of the different parts. The first experiment 
which I made, if I remember rightly, was one in which I took the 
defendants’ transmitter and first spoke to it in its natural condi- 
tion and listened to it, so as to get accustomed to the loudness 
and distinctness and clearness of articulation. I then caused the 
black part to be lifted from the red board and spoken to, and I 
compared the result with the previous condition. I have tried 
this experiment a great many different times. On some occasions 
I have found it more distinct and better with the red back. I 
have sometimes found that when spoken to detached from the red 
back, speech was much more distinct and articulate than with 
it. It is also free from a certain general noise which is 
added to the articulation when the red back is used. I 
would account for that probably by the fact that the red board 
reflects the vibrations, and produces the effect of a person 
speaking in a room with an echo. I have, however, on 
several occasions found that the speech was both louder and more 
articulate when speaking to the instrument placed upon the base 
than when speaking to it in the air. On the occasions when I 
heard it so, the black part was put upon a solid mahogany table 
instead of being placed upon a red back, but I don’t see that that has 
anything to do with it. Here I would direct your lordship’s atten- 
tion to the fact that telephone experiments, to be convincing, 
must be pretty frequently done, for sometimes a telephone re- 
2 considerable care in adjusting before it will speak to per- 

ection; and another thing, I would mention that the general 
descriptions of the results as obtained are rather vague, and in 
most of these experiments I tried to introduce some definite test 
which I might give your lordship to show the relative perfec- 
tion of the different parts. These were all the experiments I 
made with the two parts, complete or separate. The next experi- 
ment was with a black base like the previous one, but the two 
pencils were made of different materials. (Put in). One of the 
pencils is made of the ordinary hard carbon used by the defend- 
ants, the other was made of the mixture plumbago and gum 
rubber. The manner of its preparation was to dissolve the India 
rubber in naptha until it was quite fluid, then to mix with this fluid 
as much plumbago powder as possible, until it assumed a solid 
consistency and a large portion of the 4 — presumably * * 
rated. The blocks were similarly made of the two materials. e 
hard carbon blocks were connected to two wires, which might be 
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ut in circuit with a battery and line wire. The „ 
locks, the mixed rubber and the plumbago, were connected wit 

two iron wires for the purpose of similar connection. Thus in the 
experiment I was able to use the same black part of the instru- 
ment, and introduce it for the hard carbon of the defendants, or 
the other arrangement separately. Speech from the hard carbon 
pencil was perfect. No sound whatever could be heard when the 
semi-conducting material was in circuit. I then instructed the 
assistant to break the contact of the one which did not operate— 
to make and break. A faint click was audible in the receiving 
instrument, but very very faint indeed. This showed that there 
was a very high resistance in that pencil. It also shows that a 
microphone made of such material will not work. The next ex- 
3 that I tried was with the telephone in Court made of 
. is a very poor conductor of sound, and is not a 
material one would employ with which to make a sounding-board. 
Consequently, since it was my impression that a resonant case in 
the operation of the defendants’ instrument had a great deal to do 
with the acuteness of the articulation, I expected to receive a very 
bad effect indeed from this apparatus, especially when held in the 
air and not resting on a piece of wood. To my astonishment this 
lead transmitter spoke irably, whether I laid it upon the table 
or held it free in the air. This showed me that the resonance to 
which I had attributed so great importance was not so useful as 
I had thought. I looked at the lead to see if it was lead, and 
it was the ordinary lead so far as I could judge. I then tried a 
very remarkable experiment indeed. It was remarkable to me ; it 
might not be new to some. I had a large mass of putty, which 
has already been shown in Court; that mass, which has now 
settled down considerably, was raised up to a conical mouth- 
piece. We took a little trouble and time to adjust these carbons, 
so that they were quite free to move or roll about. There was 
| one difference between the putty as seen in Court and 
as I used it, and that is, I took away this piece of wood under- 
neath, and instead, in order that there should be no sound 
vibrations whatever, I took a mass of straw and laid the free mass 
of putty on to the top of the straw. I attached great importance 
to this experiment, and was very much interested in it after my 
trials with the lead instrument. Having found that the resonant 
case was by no means so important as I imagined, I was prepared to 
hear the putty speak faintly, which I should not have been prepared 
for before; and I think other investigators of telephone matters 
would agree with me that it was very unlikely. Putty is a very bad 
conductor of sound indeed; it is so very, very imperfectly elastic. 
It is impossible to say that putty has no elasticity and cannot 
conduct sound, but I have no hesitation in saying that if I were 
in a room the walls of which were perfect non-conductors of sound 
except for a circular hole, and a piece of putty an inch thick was 
placed over that hole, I am perfectly certain I could not make noise 
enough to be heard outside. No one could say there was any 
vibration except the direct effect on the carbons from the voice. 
The assistant said, Do you hear me?” Do you quite under- 
stand?” Do you hear distinctly?” These are the expressions 
one expects to hear. I heard them with startling — — 1 
then told the assistant to read something more difficult, more un- 
expected. I shouted to him, Something more difficult!“ He 
took 7 a scientific book from my table and read to the putty. I 
was able to hear loudly, distinctly and articulately every syllable 
that he uttered. My opinion about this putty telephone was that 
it was as good as any telephone which I had ever listened to. 
But I have told your lordship that I tried to apply tests which 
would be of a definite nature and which would enable people to 
judge of the acuteness of the telephone when I heard it that day. 
inding how perfectly loud and clear it was, I put this very 
severe test to it, which I had frequently applied before. I wrote 
on a sheet of paper a list of words which resembled each other 
very much except in the consonant. The words which I used 
were the following: “ Meet, beat, wheat, seat, feet, heat, peat, 
sheet.” These the assistant numbered, settling in his own mind 
the order in which he would call them out. When I heard the 
words I marked the one I heard, putting the numerals in the 
order in which they came, each of us having alist. With one 
exception our lists as marked corresponded; when he said 
“seat”? I marked “sheet.” And I should say that he marked 
“heat” as the eighth word but forgot to read it, and I had no 
mark against heat.“ I considered this to be a most conclusive 
test. Anyone who has been in the habit of trying telephones, 
1 if they have applied this test for seven or eight years 
back, will know that it is a very severe test indeed. But while I 
was engaged upon these experiments, Mr. Conrad Cooke had come 
into my office, and after showing him some experiments, I resolved 
to — a test with his ears on an even larger scale. I chose the 
words : “ High, thigh, why, nigh, sigh, die, my, tie, fie, by, lie, 
vie.” To our astonishment, in every single instance in that list Mr. 
Conrad Cooke had, we found, identified the exact words which I 
had spoken to the putty telephone. Consequently, my opinion 
undoubtedly was that the putty was really an admirable material 
to make a telephone, with that particular kind of tension regu- 
lator. It would be utterly unsuited for the tension regulator 
described in Mr. Edison’s specification, because it cannot act like 
a tympan and give a to and fro motion. On another day I tried 
the putty telephone again. Of course I had to remake it, because 
the material is so soft that in half an hour or an hour it 
collapses. On this occasion the telephone spoke as an admirable 
telephone, but I could not now say as I did before, that it was 
equal to any telephone which I ever heard previously. This 
is easily accounted for, because the putty is so difficult to manage 
that it requires some skill to accurately fix the carbon blocks, and 


it is a matter partly of good fortune when they happen to be 
arranged in so movable a mass in the best position for speaking. 
I ought also to mention that on the second occasion I was using a 
different receiver. I have no means of knowing whether it was 
better or worse than the one I had used previously; but it ought 
to be mentioned. Having gone so far in the experiments I saw 


that my own previous ideas, and the ideas which I think would 


be most generally held by scientific men, were erroneous; and 
that the part of the telephone instrument which acts as a sounding- 
board has less influence than I thought in making the sounds lou 
while it has a comparatively injurious effect in producing what I 
have described as an echo. From this experiment I judged that 
far greater clearness is obtained by having the mouth-piece at 
any rate of a material which does not conduct sound, such as 
putty. I then thought it would be worth while, if only for 
scientific interest, to pursue the experiment still further, and see 
what was necessary. Consequently, I took two pieces of 
red tape, and these red tapes were stretched from the corner 
of a mahogany table to a shelf. The carbon blocks of one 
of the defen ts’ instruments were glued on to the tape, 
wires being attached to them. The pencils were inserted, 
and then the carbons were placed into their proper relative 
positions. The only assistance in the way of support, to k 
these properly adjusted, was the twisting of the wires roun 
the tape, which enabled the carbons to be ed in their proper 
positions. On speaking to this instrument, I could understand 
my assistant when he said such eg as Do you hear me?” 
Can you understand what I 1 could hear the simpler and 
commoner phrases; but when he came to read from a book, I 
missed more than half the words. This showed that the arrange 
ment acted very badly indeed as a transmitter. I now tried to 
imitate the action of a putty support to the blocks. That is to 
say, I tried to give a support to the blocks, and leave the pencils 
free to vibrate to the voice. The way in which I did this was to 
put sticks underneath the tape where the carbon blocks were, 
reaching to the floor. I was anxious to have no vibration given to 
the blocks, but to keep them fixed in position without receiving 
vibration from the tops of the sticks; I looked about for some- 
thing soft to place there which would not conduct sound. Some 
one suggested a few corn plaisters, which answered admirably, 
being extremely unyielding, and practically non-conductors of 
sound. On speaking to this ement, it spoke very well 
indeed ; not so well as the putty one, but short of that, very well 
indeed. Not only could I understand the commoner phrases, but 
when a book was read I followed every word easily and well. In 
fact, this arrangement answered as a good telephone. 

What would be the object of securing a degree of steadiness for 
the support ?—My object was to convince myself of what had 
seemed almost certain from my experiment with the putty—that 
is, if I could hold the blocks fixed in space and s to the car- 
bons, the relative motion which is thereby introduced would be 
just as effective as if I spoke to a sounding board and imparted a 
greater degree of motion to the pencils. We all know that 
the action of such microphonic arrangement is due to some 
sort of relative motion of the carbon blocks and the pencils, the 
pencils relatively to the blocks or the blocks relatively to 
the pencils. Hitherto I and other scientific men had supposed 
that the principal, if not the sole action, was the movement of the 
resonant box and the parts which acted as the sounding board, 
giving a motion to the carbon blocks, and that the inertia of 
the carbon pencils left them relatively at rest. After the putty 
experiment I felt convinced that the voice would act as well. The 
object of the tape experiment was to try whether the conclusions 
I drew from the putty experiment were correct, that if I could 
keep the blocks relatively fixed and let the sound waves act on 
the pencils, that that would act equally well. That certainly proved 
to be the case, producing the relative motion of pencil and blocks 
which everyone knows to be necessary. There wag no resonant 
box there. When I held a paper cone with which to speak to the 
telephone on the tape it did not improve the articulation. 

Mr. PLumptre: With regard to the tension regulator, what do 
you find in the Edison specification spoken of as the material used ? 
II find seven different tension regulators, and the material varies, 
although one is repeated five times. That described on page 5, 
line 20, is made of fibre rubbed with plumbago, a soft compressible 
substance and a semi-conductor, and that tension regulator is 
described distinctly as being made of bunches, or tufts, or discs of 
semi-conducting elastic fibre, and an intermediate conducting or 
semi-conducting material. It is more or less compressed, accord- 
ing to the vibration of the tympan, and the electric current rises 
in tension as it is compressed or lessens as the fibre expands. 
The second one is at page 6, line 4, in which he makes use of a 
variable resistance resulting from greater or less intimacy of 
surface contact, such as would result from a disc covered with 
plumbago, placed adjacent to a diaphragm also covered with 
plumbago, or other semi-conducting material, so that the 
proximity or extent of surface contact will produce rise and fall 
of tension, the respective parts being in the circuit. The third is 
at page 6, line 31: “In some instances I make use of the best 
quality of lamp black, retained within a case, to form the tension 
regulator, the circuit passing through the same, and the rise and 
fall of electric tension resulting from the compression of the same 
by the movement of the diaphragm.” The next one is on page 
7, line 15. He says, referring to fig. 10, x is the resonant 
chamber, at the end of which is the diaphragm, 10, and at each 
end of this diaphragm there are springs, c*, Cs. having points 
made of compressed plumbago, mixed preferably with gum 
rubber, but any substance not liable to rapid decomposition, or 
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the elastic or fibrous tension regulator aforesaid may be used.“ 
In the fifth (page 9, line 4), he describes another means of pro- 
ducing a semi-conductor, as in a previous way with fibre. The 
sixth is on page 10, line 3: “ In preparing the tension regulator I 
find in some cases that it is preferable to use lamp-black mixed 
with pure plum „ amorphous phosphorus, and a very small 
amount of non-conducting — „such as rubber dissolved in a 
solvent that will entirely evaporate.“ The seventh is a most 
peculiar one (page 11, line 4) : “ When the diaphragm is arran 

as in figure 26, to act upon a spring, 56, it produces rise and fall of 
electric tension by employing a range of resistances, 57, with 
spring tongues adjacent to 56.” On the top of the spring, zig-zag 
sort of springs up and down, one more contact at the foot of these 
zig-zags, so that as the spring which is in contact with this foot 
moves up and down, the greater or less number of its resistance 
will be introduced into the circuit. 

What is the characteristic of the tension regulator ?—In all 
these there are common facts. First, they must be semi-con- 
ductors, and secondly ng À must be compressible. These two 
things were both found by Lord Justice Fry to be necessary. He 
also includes resiliency. Of course it is n , when it has 
been compressed, that it should be again able to resume its primi- 
tive volume. 

With regard to the compressibility ?—I find generally that 
looking upon them practically and scientifically, whatever the 
different ways those things would act, theoretically, all these 
different tension regulators would act. I do not know whether they 
would practically act or not. My own impression is that they would 
require very large battery power to force the current through so 
large a resistance. The result of the thing is, to me, perfect] 
clear, and the mode in which Edison intended them to act is, 
think, as clear as possible, and, as far as I am able to read them, 
I find that the tension regulator needs to be sensibly compressed 
by the to and fro motion of the diaphragm or tympan. 

I think there was one tension regulator ee vi combined of 
plumbago and the rubber ?—Yes ; that is not quite a form which 
is described in Edison’s specification. I find that not only is 
there continual reference to the compression actually produced in 
the mass, but it is the only way in which I conceive the tension 
regulators which are described here would act. It is only by the 
squeezing of the mass, bringing more surfaces into contact, that 
the resistance would be varied. 

Does the tension regulator of the defendants’ transmitter in 


= opinion act by a similar compressibility as the plaintiffs’ ?— . 


e defendants’ instrument, to put it simply and shortly, does not 
act in this way, but is a microphone. The microphone is an in- 
strument which was invented and discovered by Prof. Hughes in 
1878, when he read a paper in May to the Royal Society. 

Mr. Mouton : That was after the publication of this specifica- 
ticn ; not only after the patent. 

Mr. PLumPTRE : What is the chief characteristic of the micro- 
phone action ?—The microphone differed from all the things de- 
scribed in this specification; first in being a good conductor, being 
made of hard carbon, which is a good 2 In one of its 
forms, broadly speaking, it consists of pieces of carbon which are 
in loose contact with each other, wires being attached to the col- 
lection of fragments on one side and another side of the appa- 
ratus. When Prof. Hughes produced it he always put it on a 
sounding board. He performed numerous experiments, one of 
them being to show that when a fly was walking upon the sound- 
ing board the minute shakes it gave to the loose contact always 
produced a tangible resistance sufficient to be heard loudly in a 
telephone, which was very startling. Then, on speaking to the 
sounding board and keeping the carbons in circuit, a voice was 
able to be heard in the telephone. 

Am I right in characterising the defendants’ tension regulator 
as being a microphone? Undoubtedly. 

Is a hard carbon, in your opinion, a semi-conductor ?—No. It 
is usually classed among the good conductors. 

Mr. Justice Nort: These pencils in the Theiler instrument 
are hard carbon, are they not ?—I have never seen the Theiler 
instrument, but I think I know enough of it to say that they are. 
I want to make myself intelligible as to the qualities of carbon. 
The word “ semi-conductivity ” has never, so far as I am aware, 
been used by scientific men ; it was introduced, I believe, for the 
first time by Edison. Electricians ordinarily divide all bodies 
into two classes—good conductors and bad conductors. Accurate 
men try to avoid the word “ non-conductors,” which used to be 
employed, because nothing is a non-conductor as far as we know. 

ere are some things—like water or wet wood—which are good 
conductors when we are considering the question of insulation, 
and bad conductors when considering the question of making an 
electric circuit for a battery. The good conductors, so far as I 
have heard, include only the metals and carbons. The very bad 
conductors include india rubber, gutta percha, silk, glass. The 
meaning of the word semi-conductivity is perfectly evident to 
me in this specification, because I find that throughout it always 
refers to a mixture of a d conductor, such as a metal 
or carbon, with a bad conductor, such as silk, india rubber, or 


air. 

I think you heard me ask Mr. Imray, yesterday, what was the 
next conductor, as regards capacity of conducting, after carbon, and 
I think he told me paper soaked in sulphuric acid ?—That would 
be one of the worst ones, I dare say. Water is more than a million 
times worse than carbon; paper and water would be still more, 
and sulphuric acid would still further increase the resistance. 

I think the next point is the resiliency of the carbon.—I think 
the fact is self-evident that after a thing has been compressed out 


of — it must have resiliency to return to its original volume 
in s 

— by the ATroRney-GENENAL: When did you 
make the experiments which you have been explaining ?—I made 
a good many in the course of the last week. e most important 
ones, I presume, were those in connection with the putty. Those 
were on Tuesday. : 

I want to get it from you distinctly. The chain of experiments 
on which you have based your argument were practically made 
within the last week or fortnight?—All except the difference 
between the defendants’ instrument when on a back board and 
when held in the air. 

When was that made ?—That I made first a month or two ago, 
I should think—several months ago. 

When were you first consulted about this case?—I cannot fix 
the precise date. I can tell you, it was March last, because I saw 
a letter this morning. 

You did not, I believe give evidence in either of the other 


tlemen who 


telephone cases ?—No. 


ou were acquainted with the names of the 
were called before Mr. Justice Fry ?—No, I was not. 

I will give them to you: Professor Sylvanus Thompson, Mr. 
Alexander Muirhead, Professor Dolbear, and Professor Ayrton. 
All of them skilled electricians, are they not?—Some of them 
are. 

I do not want to draw any comparisons. They are skilled 
electricians ?—I should think so. 

You do not know whether either of those is here or not ?—I 
think we heard that they were not; that is my only means of 
knowledge. I knew that Professor Dolbear was in America, and I 
knew that Professor Sylvanus Thompson was not here. I have not 
heard of any of the others. 

You are yourself an inventor in electrical research, and a 
patentee, I believe ?—Yes, I once patented a dynamo machine. 

You have not yourself patented any telephone ?—No. 

In the evidence you have given before the Court, do you say 
you are speaking with the knowledge that people had in 1877, or 
with the knowledge people have to-day ?—As to the remarkable 
results I got in the course of these experiments ? | : 

As to the scientific inferences you have drawn from the experi- 
ments you have given. Do you represent that the knowted 
which you have been stating was all of it known in 1877 ?—It 
is very difficult to answer that question, because I have to go 
through the whole of the remarks I have made. 

I really do not want to trouble you to do that, but you will have 
an opportunity, and I will put it to you more pointedly afterwards. 
In the first instance is it not a fact that we know a t deal 
re ve about telephones in 1885 than was known in 1877 ?—Cer- 
tainly. 

You became acquainted with Bell’s telephone in that year?— 
In 1876 I heard Sir William Thomson describe it in poy > nich b 

18 to that year you had never seen an articulate telephone ? 
— not. 

When did you first see a carbon tension tor in a tele- 
phonic circuit ?—I am nearly certain it was in the summer of 
1878. I think it was about the time of Professor Hughes’s experi- 
ment, or just after that. By the carbon tension regulator I of 
course include the microphone. 

Taking the whole of Edison’s specification and referring to any 
passage you want, is there any function shown anywhere or 
indicated anywhere for the diaphragm VE collecting or 
influencing or taking up the sound waves? Is there on the face 
of the specification any other function shown for the diaphragm 
except what you have called taking up the sound waves ?—Yes. 

What is it in the first instance ?—The compressing the tension 
re tor. That is the first. 

o you wish to add something ?—I think there is something. I 
do not know whether it will be right to say it—to complete the 
electric circuit in its centre. 

I appeal to you once for all, and I am sure you will endeavour 
to answer my questions fairly, but kindly apply your mind to the 
point I am upon.—lI fail to see it. 

Is not what you have called the se te function simply the 
result of taking up the sound waves That is a different question 
to what you put before. : 

You must answer my question. Is not what you have called a 
separate function, that is to say compressing, I think you said, 
the tension regulator, simply the result of its taking up the sound 
waves ?—Certainly it is. 

Now, I will have it clearly if you please. Except the taking up 
the sound waves and with them «eg Rares the tension regulator 
is there in this specification a single ction of the diaphragm 
described ? To the best of my knowledge, no. 

And I put it to you as a person of great scientific knowledge, 
taking any form (speaking of them as a class), is not that the only 
function which as a fact the diaphragm performs ?—I think so. 

Now take for a moment the tension regulator in this instrument. 
Iam not cross-examining upon any particular form of tension 
regulator. Speaking to that instrument with the slat of wood 
before you, does not that slat of wood perform the function of 
taking up the sound waves and with them acting upon the tension 
regulator ?—It takes up the sound waves, and it acts upon the 
tension regulator. 

The same functions as you have just before given me fairly 
enough as being the functions of the diaphragm in Edison’s 
specification ?— Yes, but in a totally different way. 

We will deal with the different way in a moment. Does not 
that slat of wood in this Ader instrument receive or obstruct the 
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sound pulsations and send them forward to the tension regulator 
in the same way as the diaphragm in Edison’s specification ?—No, 
I do not think so. 

Why not ?—Because it seems essential to me that there should 
be a direct tympanic motion in Edison’s transmitter, which was 
totally absent in that apparatus. 

Please understand me. I am not upon the question of the 
words “ direct tympanic.“ I ask you to remember what you told 
me a few minutes ago, that the only function of an Edison’s 
diaphragm was to take up the sound waves and by those sound 
waves compress a tension regulator. I put it to you, askin 
you to answer me carefully, is not that identically the function o 
this slat in Ader ?—I think that slat takes up the sound waves 
and acts on the tension regulator, but I am not sure of the 


action. 
Why can you not say “Yes”? You have adopted the whole 
language. not that slat of wood take up the sound-waves 


and with them compress a tension r 
a great extent it compresses a tension regulator. Otherwise I say, 
unqualifiedly, yes. I think you may say that there is a compres- 
sion of that point of contact. 

You said, in examination-in-chief, that you had never seen 
Theiler’s. Look at this ?—No; I said I saw it in court the other 
day, and it was for the first time. 

that we have what we will call for the moment the diap 
—metal and cork—a “ knocker,” as my lord called it, very aptly, 
which consists of a piece of hard carbon with a metal back to 
give it weight, resting, by the force of gravity, against two hard 
carbon pencils. That is a correct description ?—Yes, quite clear. 

Did you know it was in the G w case that that was 
not a diaphragm ?—No, I did not. I did not follow either of 
those cases. 


I am only putting a fact to you. Is it, or is it not? The metal 
and the cork—I am not distinguishing between the two?—I should 
say yes. 


Now, in that case, is it not true that the only function of that 
sheet of metal and cork is to take up the sound-waves, and with 
them, act upon the tension regulator that is behind ?—Yes, that 
is my opinion. 

Looking at the Gower-Bell instrument, apart from the particu- 
cular form of tension regulator, does not the piece of wood 
take up the sound-waves, and, with them, act upon the tension 

lator ?—Yes. 

ow, I take Ader, and assuming that either of these three— 
Ader, Gower-Bell, or Theiler—are within the plaintiffs’ specifica- 
tion as a matter of construction, do you suggest that it is an 
infringement if you speak to the board, and not an infringement 
if you speak to the tension regulator ?—Most certainly not. 
Assuming that these fulfil the conditions of the Edison trans- 
mitter, I certainly do not say that it would diminish the infringe- 
ment to speak to either side. 

Do you not know that for commercial purposes they s 
equally well, whichever side you speak to ?—Yes, I think so. That 
is my experience. 

You have been in court during the whole of this case, and have 
heard Dr. Hopkinson examined ?— Yes. 

I have no doubt you are acquainted with him and know him as 
a scientific gentleman ?—Yes, I know him intimately. 

And I suppose you are acquainted with the other gentlemen 
examined ?—I think I am acquainted, more or less, with all. 

Do you represent that the eight experiments spoken to by Dr. 
Hopkinson were not correct experiments, or truthfully related ? 
—1 tied have not sufficiently definite recollection of so many as 


eigh 

R were present in court at the time, and heard these experi- 
ments, no doubt with interest. Was there one single one of 
them which at the time you thought was incorrect or not accu- 
rately stated will not suggest “ untrue,” of course - but accu- 
rately stated ?—I have no recollection of such an impression having 
passed my mind. 

Diaphragms are well-known things in connection with optical 
instruments ?—They are. 

They may be closed or perforated diaphragms ?—Yes ; in optical 
instruments they are, as a rule, open—perforated. 

Just take the black base and the mouthpiece of the defendants’ 
transmitter together. Will you kindly look at this, which I tell 
you is made to the exact pattern. It is part of the black base, or 
it would be if it were sawn off. You can test it in any way you 
py ig I think you will find it is mathematically accurate ?—I 
see it. 

Now assume the thing together, that is to say, the mouthpiece 
and the black base—put in connection with the line of a“ lover’s ” 
telephone, and that articulate speech is heard at the end of the 
line in the way, quite apart from electricity, that we understand 
the lover’s telephone to act. I ask you to answer me care- 
fully. Must not that have been caused by the interference of the 
black piece of wood—I am not dividing the parts for the moment 
—with the sound-waves ?—No; by the production of the sound- 
waves by that piece of wood. 

I will take it in your own way. I think I was right when I 
said “ interference.” Just consider for a moment. e ‘sound- 
waves come from the voice in the first instance? Will you answer 
that ?—Yes. | 

That is, obstructed by some parts of the wood and then re-pro- 
duced so as to be transmitted through the line ?—Put in that way 
the word “interference ” is quite correct. 

Mr. Justice Nortu: It must be owing to the direction of the 
sound-waves ? 


2 — 


egulator ?—I should think to 


The ATTORNEY-GENERAL : Which are themselves produced by 
the voice ?—Undoubtedly. I meant production in the solid 


parts. 

Please do not alter my words unless it is necessary ?—I really 
do not understand them. 

That is, by the interference with the waves which come 
from the voice by the wood ?—Yes. 

Would not that be the to and fro motion of the parts of the 
wood in the sense in which you used “to and fro” in your 
evidence-in-chief ? Would “ to and fro” in that case mean along 
the line ? 

You, in explaining the action of a diaphragm to Mr. Plumptre, 
spoke of a to and fro motion ?—I did. 

I care not in what line it is, or — eg eg to what plane it 
is. Would not that result be produced by the to and fro motion of 
the parts of the wood ?—Certainly. 

And would not that flat base which I have cut off, and which is 
now before you, act in the same way as the diaphragm which is 
described in Edison’s specification, so far as the interference with 
the sound waves is concerned ?—It would interfere with the sound 
waves certainly. 

I ask for an answer to my question, unless it requires explana- 
tion. So far as the interference with the sound waves is concerned 
would it not act in the same way as the diaphragm in Edison’s 
specification P—No, I think not. 

Why not ?—Because it does not seem to me to act like a tympan, 
as in the Edison one. | 


I appeal to you not to refer to particular words, which, 1 — . 


mind—I may be quite wrong —are perfectly immaterial. 
you please to deal with the substance of what I am putting to 
you.—I meant the voice does not act directly on this. 

I never said anything about acting directly. I ask you whether 
or not the black base acts, so far as interference with the sound 
waves is concerned, in the same way as the diaphragm in Edison’s 
specification ?—I think not. 

Why not?—It acts through the intermediary of the mouth- 
piece, and not directly. 

Do age really mean that ?—I really do. 

I ask you, speaking into that tube, do you represent that the 
sound waves would not act on the outside of the black base, and 
independently of what you speak of as being through the tube ?— 
To a very feeble extent, because they have to go round a corner. 

You have drawn the distinction between sound waves acting on 
the black base and sound waves acting through the mouth-piece. 
Do you represent, giving of course your evidence with great care, 
that the sound waves do not act directly upon the annular disc 
which projects beyond the mouth-piece ?—They certainly will act 
upon this annular disc. : 

Mr. Justice Nortx: I understand you to say only very faintly. 
—I believe so; they do not act directly. 

The ATTORNEY-GENERAL: I am coming to that. Have you 
made any experiments, that you suggest that they would only 
act very faintly ?—No; it is evident from knowledge of the 
subject. 7 

I will assume any amount of knowledge, and you shall assume 
the ignorance with which I may sometimes make a mistake. 
Why, for this purpose, if there was a flat board across and no 
mouth-piece do you not think it would speak equally well on a 
“ lover’s ”” telephone ?—Equally well as if it was closed? 

Equally well as if it had a mouth-piece on it ?—I should say 
better; I think so. I ought to understand this quite clearly. My 
own impression is that it would act better than with the mouth- 
piece ; but I cannot be sure. 

What I put to you is this: Having regard to the slats which I 
have called your attention to in Ader, in Gower-Bell, and 
what I may call the disc in Theiler, to the shapes in Edison’s own 
specification, and to the Blake, does it make a particle of diffe- 
rence for the purpose of combination, what shape the piece of wood 
is except in degree, whether it be a lover's telephone or an 
electrical telephone ?— No; I think not, except in degree. 

You have said, and I tell you frankly it is the only answer 
which I was sorry for the moment to hear, that the red back did 
not move to and fro. Have you made a single experiment by 
which you would pledge your scientific knowledge to that ?—It 
vibrates ; therefore there must be some sort of motion to and fro. 
I meant there was no appreciable to and fro motion. 

Now, do you represent that that red back will not perform the 
same functions as the diaphragm of Edison, so far as the inter- 
ference with the sound waves is concerned, and acting upon a 
tension regulator?—I think the answer which I gave in my 
examination-in-chief is an answer which would apply to that. 

I would rather you answered my question. I am entitled to an 
answer. Do you represent that the red back will not perform the 
same functions as are to be performed by the diaphragm of Edison, 
as you yourself described them—the interfering with the sound 
waves and the acting on the tension regulator thereby ?—It would 
not act upon his tension regulator. 

You have no right to put in “his tension regulator.” I said, 
“acting upon a tension regulator.“ Lou said “acting in the 
same way.“ I readily admit, I think, what you want me to say— 
that it would interfere with the sound waves. I think it would 
add to the vibrations of the wooden parts of the instrument, and 
so act on the tension regulator. 

You have told my lord that you yourself had spoken to the 
under side, as I call it, of that red back.—I do not remember 
having said so. , 

I understood you to say so, but I may be wrong. Have you 
tried the experiment, and do you know that speaking to the under 
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side of that red back it speaks perfectly well ?—I have no doubt it 
would speak. 

Mr. Justice Nortu: Have you tried it ?—No, I have not. 

The ATTORNEY-GENERAL: Have you a doubt about it?—I am 
sure it would. 

Why did you not say so?—Well, I was not asked. 

Have you a doubt that that red back would speak through a toy 
telephone, by which I mean would catch and produce the sound 
waves in the way you have described ?—I am sure it would be a 
very good thing to attach this to in that arrangement. 

Reminding you of what you have frankly adopted, and what 
has been proved to my lord before, that speaking to the back of 
this red board you do operate successfully upon the tension regu- 
lator, must not that be by the to and fro vibrations of that red 
piece of wood ?—It must certainly, by the vibrations. 

I am not speaking of to and fro in the way you put it.—Well, I 
gave a direction when I spoke of to and fro. 

You put to and fro upon us to distinguish the diaphragms in 
Edison’s case, and you spoke to me about going round a corner. 
Is it not the fact that when you act upon the tension regulator it 
must be by the to and fro vibration of that piece of wood—of 
course, when you speak to the underside ?—I think so; I think 
you may safely say so. : 

Mr. Justice Nortu: If it is not from that, what else can it be 
— ?—It is a little confusion caused by the expression to and 


The ATTORNEY-GENERAL: From the vibration ?—Yes, I would 
rather you said that. 

Mr. Justice NortH: Does it come from the vibration ?P—Yes. 
When I was using the words “ to and fro” in my examination-in- 
chief, I was talking of a visible, sensible motion to and fro. 

D. is * difference between that re the motion you were 
ing of a moment or two ?—The motion in a sounding 
board is very difficult to follow. KE 

The ATTORNEY-GENERAL : You have pointed out that when you 
re to the back of the defendants’ apparatus it operates upon 
the tension regulator by the vibration of the piece of red wood in 
a plane perpendicular to its plane?—That is true. I do not 
exactly it that. 

Is it not so ?—Perpendicular to its plane? 

Yes.—I should think a great many of the vibrations are perpen- 
dicular to its plane ; but most of them are along its length. 

But those are not the vibrations which compress the tension 
regulator ?—I think it compresses the tension regulator through 
the back part. | 

I do not think that is quite a candid answer, if you will forgive 
my saying so. The tension regulator is attached to the piece of 
wood ?— Yes. à 

Would it make a particle of difference whether those square 
blocks were fastened directly on to the red back, or fastened on to 
the black bit of wood attached to the red back ?—1I think it 
would probably speak better if attached to the red back. 

For the purpose of action, would it make any difference when 
you were speaking from the back whether the blocks were fastened 
on the inside of the black piece of wood which is attached to the red 
back, or on to the red back itself ?—In both cases it would speak. 

Mr. Justice NortH: Would it make any difference ?—It would 
speak better in one case than in the other. 

Which the better ?—I am not sure. 

The ATToRNEY-GENELAL : Do you not think it would speak 
better when fastened on to the red piece of wood ?—I should be 
inclined to think so. I do not know that it would speak so loud, 
but I think it would be more distinct. 

I did not know it was in Court, but that (instrument produced) 

is what I was putting to you at the moment. Now, in your judg- 

ment, in the first place, would it not speak perfectly well when 

you spoke to the back ?—Yes. 

aan Justice Nortu: What is that?—It is a common micro- 
one. 


The ArroRNEY-GENERAL : It is a tension regulator put direct 
on to the board. 

You have conceded to me that that would speak when spoken at 
from the back ?—Oh, certainly. 

Would not, then, the operation of that red back be identical 
with what you describe as the operation of the diaphragm in 
Edison’s case, s0 far as the picking up of the sound waves, and 
the sending them forward is concerned ?—Certainly ; it picks 
hem up and sends them forward, as does the Edison. 

RL you make this exhibit (the leaden cone) ?—No; the defen- 


Do you represent this is made of lead in the sense of being dull 
metal, which is not a good conductor of sound ?—I think if I were 
to order a lead thing to be cast a certain shape, it seems to me, as 
far as I could judge by examining it, that that is the sort of 
material that would be produced. 

Does antimony increase the resonance very markedly ?—It 
makes it harder, and that is what is wanted in resonance. 

Would not that act as a “lover’s telephone“ ?—I cannot say. 

What do you think ?—I should say very badly. 

Would it vibrate to send the waves of sound along a “lover’s 
telephone ” wire ?—I should think it might a few feet. 
on not that act by vibration to-and-fro of the parts of the 
aa you call it ?—Quite so; undoubtedly it would—it 


— Jou the slightest doubt that it acts upon the electrical 
ephone by the vibration of its parts in common with the direct 
ures of the voice ?—I should say they certainly contributed 


their part so far as the lead is a conductor of sound. 


In other words, in so far as it would act as a vibrator ?—Yes. 

Now let me call your attention to two or three other experi- 
ments which were sworn to by Dr. Hopkinson in your hearing. 
The central tube of the mouth-piece, the tension regulator being 
put on one side; that is to say, the central tube taken downwards, 
so that the direct rays could not impinge upon the tension regu- 
lator ?>—I remember the experiments. 

Assume that to have been truthful, which I know you do not 
suggest the contrary of, and that that spoke in an electrical tele- 
phone, as Dr. Hopkinson has said, must not the compression of the 
tension regulator have been brought about either by the vibrations 
of the mouth-piece and black base, or by the reflected vibrations 
of the red back ?—Yes. 

Mr. Justice Nortu: Or both ?—Yes, or both. 

The ATTORNEY-GENERAL: You that if a diaphragm was 
to be described to have the functions which you have given to it, 
or admitted to me that it has, in Edison’s specification, the best 
description of a diaphragm would be of the that is shown in 
his drawings in the specification—the natural form of diaphragm ? 
—The best form of diaphragm. I understand your question. It 
1 what the purpose was for. 

am speaking of interfering with sound waves and — — 
them to tension regulators. I mean those two functions whic 
you have more than once with me are the only functions of 
the diaphr in Edison’s specification. Given that to be the 
proposition, is not the form of diaphragm, or the class of re " 
shown in the drawings that which would have been considered in 
1877 as the best form of diaphragm for the purpose?—I should 
say so. They give the greatest vibration, and I presume that is 
what you want. 

It would not be an unfair thing to say that, with the then 
knowledge it was the best form of diaphragm ?—I would rather 
put it that it gave the greatest vibration, if you will sllow me. 

I have enough for the purpose of that to argue to my lord 
afterwards. I do not think you would intentionally say anythi 
unfair with regard to this gentleman’s invention, but you 
suggest that either in the face of the specification or havi 


regard 
to the functions of the diaphragm, that it makes the slightest 


difference whether the diaphragm is at the side, in between, or at 
the back of the tension regulator ?—No, I do not think it does. 

Mr. Justice Nortu: I think he said that before; that it takes 
no difference whether it is between the speaker and the diaphragm. 
I think it would act in every case. 

Fac) ATTORNEY-GENERAL: Either in front, behind, or at the 
side ? 

Mr. Justice NoRTRH: Yes. 

The ATTORNEY-GENERAL: It is not material now, but it is 
exceedingly remarkable how it is described in the specification. 
You think it would not make the slightest difference whether it is 
in front, behind, or at the side, or whether the voice went directly 
rs it, or was deflected to it?—That would only affect it in 

egree. | 
Now, I will just make good for the purpose of my lord’s refer- 
ence those two. With regard to the side, it is at page 6, line 15, 
“In some instances two or more diaphragms are provided at 
different sides of the resonant box, each with its own tension 
regulator; and with regard to the deflection of the voice, it is at 
page 5, line 1. Were you aware that Mr. Edison also described a 
diaphragm in his specification which would not be a- complete 
“a nag gag in the way you have described it?—No, I do not 

now it. 

You told my lord that the diaphragm, as you understood Mr. 
Edison’s specification, was a diaphragm which completely sepa- 
rated one part of the instrument from the other ? — That was my 
firm impression. 

Do you know now whether he actually describes a diaphragm 
which is not a complete separation ?—No, I am not aware of it. 

I will, if I can, enlighten you upon that. I will ask you to 


read the passage at page 8, line 43: A plate supported excentric- _ 


ally and free at its edges when placed in the speaking tube 
responds advantageously to the tones of the voice; the circuit 
with the plate is completed through one or more tension regu- 
lators placed around its edges.“ You were not aware of that 
Oh yes; I have seen that. I read it in a different sense. 

You agree with me, that it is a tongue vibrator, or at any rate 
not a complete diaphragm right across ?—I read it as a complete 
diaphragm right across, and it seems to me to be so still, supported 
excentrically. 

Free at its edges ?—No, as separating one part from the other. 

I think I was right for once; will you not give it to me ?— 
Certainly, anything you want. 

„Free at its edges,” supported excentrically.” Do you observe 
that ?—Yes. 

Does not that dispose of what you believe to be a distinctive 
feature of the Edison invention, that the diaphragm must always 
act by its centre on the tension regulator ?—I think it does. That 
reference was not in my mind at the time I gave that evidence, 
but the remark at page 5, line 33: In all instances the telegraphic 
circuit at the diaphragm is made by a thin strip of platina or 
similar material extending to the centre from the line or battery 
connection.” That led me to think that in all the things he 
implied that was the case. 

He is speaking of the particular figure ?—No; he says, “in all 
instances.” " 

We will not criticise it. You agree with me that the class you 
drew is not consistent with page 8, line 43 ?—It is not. 

When was it you tried a putty experiment? Was itlast week? 
—No, this week. 
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You have never seen a commercial putty telephone ?—No, I 
should like to, though. 

Perhaps we shall have the honour of your bringing out a Putty 
Telephone Company ?—No, that is not in my line. 

You do not suggest that you have ever seen a commercial 
article in use as a telephone such as the putty arrangement ?— 


No. 
What led you to try the putty ?—I was shown a putty tele- 
hone. It was seei wel og telephone that made me first try 
it. Other Lage or tried it. 

You knew the putty experiment was before Mr. Justice Fry, 
did you not ?—I heard Sir William Thomson, in this court, say 
something about a putty telephone ; that is all I know about the 
previous trial. 


And having heard that, you went away and tried your master- 


hand at it and succeeded ?—I think I tried it before Sir William's 


evidence. 
I thought you said that was the first you heard of it >—I said 
the first I heard about the telephone which was before Mr. Justice 


Fry. 

Tou tried it before Sir William Thomson gave his evidence? 
—Yes. I tried it before Sir William Thomson gave his 
evidence. 

You simply took it by the light of nature ?—No, I did not: I 
saw a putty telephone. | 

Who showed it to you ?—The defendant. 

Mr. Bassano told you of the putty telephone incident, and you 
ME TT it ?—No, I made experiments with it. 

call that reproducing it. At any rate it never entered your 
head to use it until it was shown to you by Mr. Bassano ?—I 
assure you it was a revelation to me, the results I got. 

You said (I admit you rather went back from it afterwards) at 
first that the tension lator was to be in between the voice and 
the diap . You did point out that you thought there was 
nothing to justify that?—I say the tension regulator described 


Just look at fig. 10 a moment ?—I know it well. 

You have pointed out yourself, and therefore I have only to 
remind my lord of it, that the connection is with a different part 
of the battery on the two sides ?—Yes. 

Am I not correct in saying that the connection of the tension 
regulator, so far as the current, that is to say, the current which 
runs through c,—that is the left-hand side—with the zinc—do 
you call that negative or positive ?—That is connected with the 
zinc, and it sends a negative current. 

That the increase or diminution of the negative current would 
be due solely to the action of the diaphragm on the left-hand 
side ?—Yes. 

It would not be in any way dependent upon the action of the 
other compressed plumbago point, which is c;?—No, its diminu- 
tion would not. 

Because, as you have pointed out, they are two currents, in one 
sense—they might come simultaneously, but it is an increase 
either of pressure or compression, which increases or diminishes 
the negative currrent to the left ?—Yes ; increases or diminishes. 
the same to the right? — Les, exactly the same to 

e right. | 

Therefore that is a distinct case in which a regulator acts upon 
the outside of the diaphragm—the further side of the diaphragm ? 
—It acts upon both. 

So far as ©, is concerned, you are aware also that he points out 
that those may be used on one or both sides?—I had forgotten 
that at the moment, but there is no doubt they can. 

I will make it very plain. It shows in fig. 11 a U-shaped spring 
which is to carry those two carbon points. It is page 7, line 37. 
“In fig. 11 is shown the contact spring, which may be used 
adjacent to the diaphragm, at one or both sides thereof.”—I 
— to read through the description ? 

f you want it, but I could tell you what it is. It is correct as 
I said; it says it may be applied in one or both sides.—Oh, 
certainly. | 

Now, I understand you to say that one reason why this mouth- 
piece, which I admit is not a material part of the combination, 
and I am not going to suggest that it is in what I am putting 
before my lord; but you said one reason why this could 
not act as a diaphragm was because it was round ?—Did I 
say that? 

I understood you to say so.—I do not remember; but I think it 
is a very valid objection to it. 

Do you adopt it now ?—Yes, I think I would. In ordinary 
parlance, I never saw a diaphragm with a curved surface. 

There is a square resonant box with a tension regulator on the 
outside. I am taking Edison, pire and simple, for this purpose. 
The person who speaks into that box would vibrate the end of the 
box as well as the side, and would thereby act upon the tension 
regulator ?-—Yes. 

Supposing, for purposes of convenience, it was thought fit to 
make that box fit into a hole of a round shape like that (illustrat- 
ing), wouid not that act equally well ?—Yes. 

You talked a good deal about née ce and pressure. Is 
there any difference for the purposes of electrical contact, except 
one of degree, vetween compression, pressure, and extent of sur- 
face contact ?—They are totally different things. 

You call them totally different things ?—Yes. 

I do not think you mean that ?—I think we shall come to 
understand each other very quickly, but I like to be exact. 

Extra surface extent means the surfaces close together ?—Oh ! 

Well, does it not ?—I do not see it. 


- — — — 


Just look. Suppose you have two surfaces, and they are in con- 
tact, and you so put them that there is more of the surfaces in 
contact, does it not follow that they are closer together — Les, I 
think so in that case. 

That is the particular case I am putting to you. Does not that 
fact of bringing two surfaces V By contact closer together 
involve increased pressure? — Les; that is a totally different way 
of putting it, and I cordially agree. 

Do answer my question, and do not criticise whether I put it 
rightly or wrongly. Does it not also show that every pressure 
involves compression of the particles which are at the surface P— 
It would involve compression of the mass. Whether it would 
involve compression of the particles or not I would not be so 
sure. 

The particles might be displaced, as you put it, or they migat 
be compressed. Does it not follow that Mr. Imray was correct 
when he said that surface contact, pressure, and compression 
interlaced and ran into one another ?—I think Mr. Imray put it 
better than that. I think he said that compression is the result 
of pressure. 

have no doubt; but I will endeavour to put it not so well, 
and to ask you whether it is not that intimacy of surface con- 
tact, pressure, and compression overlapping one another ?—It is a 
curious overlapping. It produces compression, and when you have 
compression you very often have greater intimacy of surface con- 
tact. I think that is what you want. 

Mr. Justice NortH: You mean they are found existing 
together ?—Yes ; pressure is the cause of i produce 
the compression. 

The ATTORNEY-GENERAL (producing the instrument with the 
carbon blocks and pencils of different materials): Did you make 
what you call the rubber pencil ?—No; the defendants. 

Did you test it for resistance ?—No, I did not. 

Did you test it for weight ?—No. 

Did you examine it to see the degree of surface in contact ?—T did. 

Relatively ?—How relatively ? 

As to whether there was the same number of decimal points on 
the square inch, or whatever the proper way of measuring it 
would be, in the points of contact of the two pencils ?—No, I did 
not. 

Now, you said that the result of your experiment was to show 
that the rubber pencil was of much higher resistance than the 
hard carbon pencil ?P—Yes. 

Would not that be simply to necessitate an increase of battery 
power ?—If you use a very powerful battery that would get over 
the difficulty so far as that is concerned. 

My question is, would not what you have pointed out as the 
obstruction be overcome by the increase of battery power ?—The 
resistance would be completely overcome by the extra battery 
power. 

Now, is it not a common thing, when you are dealing with elec- 
trical conductors, that you have to adjust the amount of surface 
in contact, the battery power, and the way in which the conductor 
is arranged in accordance with the particular resistance you are 
using ?—Undoubtedly. 

You have said that “ semi-conducting ” was not to you a scien- 
tific word, and it was to you apparently an unknown and perhaps 
inaccurate mode of expression in the year 1877 ?—Extremely accu- 
rate, but otherwise unknown to me. 

Now I put this to you, dealing with plumbago point pure and 
simple, which is mentioned in three or four places in the specifi- 
cation. Page 7, line 16: “ Having points made of compressed 
plumbago, mixed preferably with gum rubber.” You are 
aware that if a man puts into his specification, mixed 
preferably,” that he thereby implies that he may use them if he 
likes ?—No, I understood that totally differently. The interpreta- 
tion I put upon that was that it was mixed preferably with gum 
rubber rather than with any other non-conductor. 

Do you know one way or the other, or have you sufficient ex- 
perience in these matters to know, that a common way of express- 
— things to be used, is to say that you use one preferably ? 
—Yes. 


Leo 


Has it come before your knowledge that unless both act the 
specification would not be good ?—Yes, I know that. 

Now look at page 6, line 5, “disc covered with plumbago.” 
That would be a pure plumbago contact, would it not ?—It would 
be a plumbago powder contact, which is really a mixture of plum- 
bago and air—a good and a bad conductor mixed. . 

Would not that be a simple plumbago contact —a disc covered 
with plumbago? The contact would be in the plumbago ?—That 
is a passage which is really very in hensible to me, the 
whole of it. 

It is “a disc covered with plumhago, placed adjacent to a dia- 
phragm also covered with plumbago, or some other semi-conduct- 
ing material, so that the proximity or extent of surface contact will 
produce rise and fall of tension.” Would not an electrical engineer, 
bringing a willing mind to bear, understand that to mean two 
plumbago contacts ?—It undoubtedly says that the two things 
covered with plumbago are in contact. 

That would be two plumbago contacts ?—Undoubtedly. | 

Now, compressed plumbago would be something like the point 
of a black-lead pencil ?—It might be. 

That would not be an inapt description ?—No. 

Now look at this (handing up a specimen), that is plumbago ?— 
It may be. If you say it is I will take it. 

I will not put it higher than this—a contact indicated as one 
which would do as a plumbago contact? That last reference that 
that thin layer was a plumbago contact ?—I agree with you. 
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If I am correct in saying that that meant a compressed 
plumbago point, without any stuff mixed with it, they would be 
two forms of plumbago contact, if they are in the specification ? 
They would be two forms. 

at is all Task. I put it, founding a question upon it. You 
do not know that those are the carbon points ?—What are? 

Plumbago ?—Oh no. 

They are.— Plumbago is a form of carbon. 

And a compressed plumbago point would be a com 
carbon point ?—I do not remember that passage“ 

int.” 
e it is there.—Compressed plumbago point, pure and 
simple, is a point made of compressed plumbago. 
I put to you compressed carbon. 

Mr. Justice NortH: It is made of compressed carbon ?— 
Which ? 

A point made of plumbago is a point made of carbon ?—Yes ; 
undoubtedly. 

The ATTORNEY-GENERAL: And a compressed plumbago point is 
a point of compressed carbon ?—Yes. 

ow, the effect of doing something with compressed plumbago 
would be only to vary its resistance, either to make it a better or 
a less good conductor ?—Two things, varying its resistance and 
making it more —— 

It might be made less or more compressible ?—Of course it could 


be done. 
It might alter its resistance 4 making it a better or worse con- 
ductor, and it might alter its other characteristics ?— Yes. 

Is not a carbon or whatever is intended to be inserted as a 
tension regulator something which is to be put in electrical con- 
nection with the line wire ?—Yes, I understand it so. 

That is the principle of it?—Except in the case that Mr. 
Moulton spoke to me of. | 

The line wire, of course, would be one of the best conductors ?— 
Presumably. 

You wala never make a line wire of carbon ?—No. I distinctly 
told his lordship so this morning. 

The line wire, speaking to an electrician, would be one of the 
best conductors—probably copper ?—I should think it would be 
one of the best conductors. | 

Would it not be perfectly correct to say that as compared with 
the material which would be used for the line wires, the carbon 
tension regulator would be very much worse as a conductor— 
about 2,500 times the resistance ?—Of copper. 

And infinitely better than the other things which you have 
mentioned, which came so far behind; I think you said glass ?— 
Yes, infinitely : millions and millions. 

Given line wire, of course of the best kind of conductivity, and 
carbon coming behind, as you put it, at a considerable distance, 
would not a semi-conducting material of the same character as 
compressed plumbago, include compressed carbon ?—I do not 
know, really, that that is a question that I am competent to 
answer. I should think very likely; I think it is a 1 question 

s to that consideration. 
Would you decline to answer it?—Whether the compressed 
plumbago would include——? 
Compressed carbon, when it is to be used as a semi-conducting 
medium, in contradistinction to the line wire ?—I do not quite 
follow that. 
Mr. Justice Nort: Just tell me this. Would a semi-con- 
ducting material of the same character as compressed plumbago 
include compressed carbon ? —Generally. 
Yes 7—1 do not know. 
Is not compressed carbon a semi-conducting material of the 
same character as compressed plumbago ?—Yes; in fact, com- 
pressed plumbago is compressed carbon. 
The ATTORNEY-GENERAL : In relation to the line wire it is the 
same material ?—Both of them would stand in very much the 
same relation as to conductivity. 
And the actual shape, size and weight might be varied with the 
class of carbon that you took ?—Size and weight of what ? 
Of the tension regulator.—Might be varied ? 
Might be varied with the class of carbon that you took ?—I 
should say the variation of size. 
I meant, as involving weight, keeping a certain amount of 
surface in contact normally, having regard to the strength of the 
battery with some carbon you might like a heavier block, and 
with other carbon you might like a lighter block ?—That is quite 
clear ; you would. 
In a properly adjusted microphonic transmitter, as you have been 
pleased to call it, according to the carbon which you used, will 
not the resistance vary either by intimacy of surface contact, 

ressure or compression ?—I with Sir Frederick Bramwell 

t I cannot say what is the cause of the microphonic action. 

That is not my point. I do not say the cause of the micro- 
phonic action. I am not now dealing with the cause or how it 
s. In a microphonic circuit, where carbon is used, will not the 
resistance vary with either surface contact, pressure, or compres- 
slon—one of the three ?—I cannot say as to that. A very large 
number of laboratory experiments have been made, some by my- 
self, some by friends, to try exactly and find out how it is that 
the resistance is varied, whether it is by compression, by a rolling 
and varying surface, or whether, as a very large number of 
scientists hold, by an actual arc passing through the air, across 
the carbon 

Do not get into the Royal Institution frame of mind for the 
moment. Speaking of it, not with what scientists are to find out 
to-day, but with the knowledge of 1877, would you not say with 


plum- 


the then knowledge that the variation of resistance depended upon 
either intimacy of surface contact, pressure, or compression? 
. think very likely I would have said — of that 

You have drawn a distinction between pressure and compres- 
sion. You have said one is the result of the other. If you are 


“using compressed charcoal points, whether you get compression or 


disturbance of the particles will depend the degree of the com- 
pression that you start with? I mean if itis a very hard block it 
will not be com much, but some of the surface may be a 

t if you are dealing with a compressed block, perhaps it 
may be pressure in one state of things and compression in 
another state of things ?—I do not understand you. 

The compression is the result of pressure in both cases ?—In 
buth which cases ? 

In the case of a harder compressed point and a softer com- 

point >—Of course, compression is the result of pressure in 
cases. 

Re-Examined by Mr. Piumprre: It has been put to you that 
the black cone, the black base, and red back resound, and that 
therefore they are all diap Now, in this (a model of the 
plaintiffs’ fig. 1) have you the same parts ?—I have p 
the same parts, except that this has something extra. 

Then you have what has been called the true diaphragm in the 
centre there ?—Yes. 

Taking the construction of the word which has been put u 
it—namely, anything that resounds—there would really be four 
1 in that apparatus, would there not ?—Distinctly. 

dave you any doubt in your own — 1 when Edison says he 
wi 


a combination diap a tension 


hragm 
what he means ?—I have not the slightest doubt what he means. 


What do you say he does mean, once more ?—This plate, in 
contact with the tension regulator. 

If you took that diaphragm away, do you think the machine 
would act, if you used any tension regulators mentioned in the 
specification ?—No, certainly not; that is to say, according to my 
view, that all these were compressible materials, that is my 
distinct impression from reading the specification. I do not 
wish it to be implied that I have said that if this i 
tion includes the light contact of hard carbons, that that would 
not act. 

To your knowledge, has antimony been used in the composition 
= +4 lead transmitter ?—No; so far as I can see, it is good 
ead. 

Mr. Aston: You asked him whether the plaintiffs’ —_. 
would act as a transmitter without the diaphragm. ill you 
ask him whether that is founded upon any experiment, or is it a 
matter of opinion ?—It is simply from my understanding of the 
wording and the drawing in the specification. 

Mr. Conrap WILLIAM Cookx, consulting engineer, was called 
and sworn. 

Examined by Mr. Piumprrz, he said he had given a number 
of years’ study to electricity, and was a member of the 
Society of Telegraph Engineers and Electricians and of the 
Physical Society.. He had made himself acquainted with the 
Edison specification and the Edison transmitter, as well as with 
the transmitter of the defendant. He was a witness in the Edin- 
burgh telephone action, but not at that tried before Lord Justice 
Fry. Speaking of a diaphragm in the language understood in 
connection with telephonic matters, diaphragm and tympan were 
practically interchangeable terms. He found no diaphragm in 
the transmitter of the defendants. The function of the diaphragm 
in all cases in Edison’s transmitter was to produce a compression 
and releasing from compression of the tension regulator. He 
ought first, perhaps, to have said, to collect the sound waves from 
the human voice, or rather to vibrate sympathetically under the 
influence of sonorous vibrations produced by the voice. It was 
necessary in all instances in the Edison transmitter that there 
should be direct contact between the diaphragm and the tension 
regulator or its magnetic equivalent. He was present at the 
experiments made by Professor Forbes, and corroborated the 
latter’s statements respecting those experiments. He would like 
to add that, with the putty telephone support, the blocks were 
firmly embedded in the mass of putty so as to avoid as far as 
possible their being shaken by the voice, and if shaken at all it 
would be by the vibrations of the putty, if there were any. There 
was no looseness of the blocks in the putty. 

The Court here adjourned until Friday. 


THE INVENTIONS EXHIBITION. 


(1308) The Anglo-American Brush Corporation shows some 
excellent samples of its productions in the shape of dynamos, 
lamps, and every necessary adjunct of an electric —— installa- 
tion. Its specimens of ship fittings are very satisfactory, both 
in design and workmanship. A prominent object here is a pro- 
jector, which is stated to be a great improvement upon any 

itherto made. Itis capable of being turned in any direction, 
and of being posed and fixed at any angle to the horizon. The 
mirror consists of many strips, and any fractured strip can be at 
once replaced without the least delay. There are two pairs of 
terminals, one on the stand, and the other on the upper part of 
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the projector, so that in case of damage the cables can be trans- 
ferred from one to the other. The lamp is of the usual inclined 
type, working by hand, connection being made by the act of fixin 
the] lamp in place. The carbons are capable of being moved verti- 
cally simultaneously, or caused to approach when the arc becomes 
too long, and the upper carbon can be moved either vertically or 
horizontally independent of the other, so as to keep the relative 
positions practically uniform. Other exhibits illustrate the pro- 
gress — in the construction of the Brush dynamo and in the 
manufacture of arc and incandescent lamps, holders, switches, 
carbons, and other accessories. 

(1313) Henley’s Telegraph Works Company include in its dis- 
play samples of Henley’s patent ozokerited core, a great variety of 
core and cable for telegraph, telephone, and electric light; Henley’s 
— ge gp and cast iron troughing, for underground con- 

uctors; and, as historically interesting, a horse-shoe magnet, 
capable of lifting 15 cwt., exhibited at the Paris Exhibition, of 
1857, and an exploder, made in 1858, used in connection with the 
blasting operations for the Breakwater, at Portland. 

(1314 e exhibit of Callender's Bitumen Telegraph and 
Waterproof Company consists of single wires, stranded con- 
ductors, cables and mains insulated with Callender’s patent 
material, for which the following advantages are claimed over 
rubber and gutta-percha: it is cheaper and equally effective, it is 
not melted by heat, is much less inflammable, is thoroughly 
waterproof, is not deteriorated by exposure to moisture or by 
changes of temperature, and gives a high insulation resistance. 

(1316) The United Telephone Company exhibit a number of 
both the earlier and the later forms of the Bell Telephone and 
other apparatus. 

(1318) The Consolidated Electric Company, the apoaratus 
employed in the B.T.K. system of electric house-to-house lighting 
from a central station, as in operation in the town of Colch aster. 

(1320) The Bernstein Electric Lamp Company,specimens of the 
Bernstein lamp, the manufacture of which has just been com- 
menced in this country by the company named. The dining- 
rooms of the present exhibition are lighted by Messrs. Patterson 
and Cooper with these lamps, which are of 50 C.P. each. 

(1822) Electric Apparatus Company, a varied assortment of 
the most ular articles of an electrical nature, such as gas- 
lighters, domestic telephones, sewing machine motors, electric 
light batteries, accumulators, jewellery, lamps, and miscellaneous 
apparatus for experimental and educational purposes. 

(1378) Mr. F. M. Rogers shows, amongst other inventions 
which he has patented, the following useful arrangements :—1. A 
fire and frost indicator, consisting of a bi-metallic tongue, which 
is deflected in opposite directions by the action of heat and cold. 
The same instrument will give an alarm in case of fire, and, when 
connected to a special contrivance devised by the maker, will pre- 
vent the bursting of water pipes by emptying them when the 
temperature falls below the point at which the tongue is set to 
complete the circuit, the trap is equally applicable to intermittent 
or continuous water supply. 2. An electrical wind vane and indi- 
tator, which was devised to supply a want that has often been 
felt, the usual method of connecting a vane mechanically with an 
indicator being in many instances impracticable. A small vane 
attached either to a bracket, or to the ridge piece of a house, 
is connected to a receiver, which may be placed at any distance 
from it; upon the dial of the receiver are painted the cardinal 
and intermediate points of the compass, and when the vane causes 
the transmitter attached to it to cover any one of the corresponding 
points a current momentarily flows, and the needle shows upon 
the receiver dial the position of the vane. No current is wasted 
except at the moment of sending, and the needle being almost 
deadbeat responds at once to any alteration. Where a vane 
already exists the sending portion can be fitted to it, and one 
sender will supply a number of receivers. One of these receivers 
connected to a common house battery has been in constant work 
for over six months, without a hitch of any kind. The arrange- 
ment can be worked by simple or multiple wire, and the receiver 
can, if desired, be “he À to hang upon a wall, forming a companion 
instrument to the barometer found in most houses. 3. A railway 
station indicator, to enable railway passengers to know with cer- 
tainty the station the train is about to enter, and to avoid the 
confusion sometimes caused by porters in calling out the names. 
In each compartment of the carriage is a dial resembling the face 
of a clock, upon which is painted the names of the stations on the 
route. A hand, or pointer moves round the dial when a current 
enters the instrument, the current being sent automatically in 
the following manner :—Upon the underside of the step board of 
the first and last 1 composing the train, is pivotted a short 
arm, which is connected with a battery or some other source of 
electricity. As the train enters the station this arm strikes 
against a peg inserted under the edge of the platform, and a 
current is sent through the indicators, which are arranged in 
parallel, so causing each pointer to show the station reached. 


Telephony in the Colonies.— Experiments in distance 
telephoning have been recently carried out between 
Albury, Melbourne, and Sydney. An extra thick wire 
between the two capital cities was used, and speech 
between Albury and Melbourne, a distance of 187 miles, 
was clearly and distinctly heard, the identity of the 
speaker being easily recognisable. 


— 


NOTES. 


Electric Lighting in Dye Houses. —Messrs. J. Ban- 
nister & Sons, dyers and finishers, Britannia Mills, 
Leeds, have recently introduced the electric light into 
their works, and obtained a satisfactory result. The 


lamps used are the Pilsen arcs of 1,000 candle-power . 


each, and they are run from a Phonix dynamo made 
by Messrs. Paterson and Cooper, and the installation 
was carried out by their representative, Mr. Wilson 
Woodhead, of Leeds. | 


Efficient Electric Lighting.—Striking testimony to 
the efficiency and economy of electric lighting has re- 
cently been given, states the Electrical World, by the 
operation of the plant in the Tribune building, New 
York. Mr. Henry Hall, in behalf of the Tribune, 
writes thus to the Consolidated Electric Light Com- 
pany (using the Sawyer-Man system), after a trial of 
eight months :—“ The plant in this building consists 
of one 100-light machine, as many lamps as the dy- 
namo will stand, and complete outfit of wiring—the 
wire, by the way, extending from the cellar and ground 
floors to the ninth and tenth stories. The lamps give 
an excellent and satisfactory light, and those in the 
ninth and tenth stories are as bright as those in the 
cellar and first story. Their durability is all that can 
be desired. The dynamo runs without heating, and in 
a general way the whole plant operates to our satisfac- 
tion. The saving in the cost of lighting, as compared 


with lighting by gas, has been remarkable. The plant. 


has nearly paid for itself in actual number of feet of 
gas saved in the last eight months, and will soon have 
paid for itself completely.” 


The Electric Light for Coal Pits.—The Rev. H. 8. 
Fagan, writes from Great Cressingham, Norfolk, to an 
evening contemporary, as follows :— Can any existing 
form of the electric light be applied to coal pit work- 
ings? If not, will coal pit owners stimulate research 
by offering a reward for an electric light which can be 
successfully used for the purpose? Christianity, or, 
rather, humanity apart, it would pay; for the total 
ultimate sum spent in subscriptions, poor-rates, doctors’ 
salaries, and I fear we must add prison expenses (for 
ruined families are sadly apt to drift into gaol), must 
surpass that of the costliest electric lighting system. 
‘Ah! but it’s the men’s own fault.’ Perhaps it is 
sometimes, though certainly not always; but let any- 
one lying on his back, with nothing but the glimmer of 
a closed Davy lamp to help him, trying to pick coal out 
from between black stones, and he won’t wonder that 
the pitman sometimes opens his lamp so as to get a 
little more light. With a manageable system of elec- 
tric lighting accidents ought to be minimised ; for then 
even the danger from matches for lighting men’s pipes 
would be very trifling. At present the miner has the 
excuse that he must now and then open his lamp; he 
could never touch the electric burners.” 


Fire and Electric Lighting.—On Thursday, the 16th 
inst., a fire broke out at Washington in a building 
occupied by the offices of several newspapers, and those 
of an electric light company. Property was destroyed 
of the value of $150,000. Every lamp connected with 
the electric light company’s office was extinguished, 
and some portions of the city were left in comparative 
darkness. 


Electric Lighting in Brooklyn.—The contract which 
the City of Brooklyn made with the electric lighting 
companies has gone into effect, and by the new arrange- 
ment there will be very few gas jets burning in the 
streets. In the western district of the city there will 
be 100 electric lights in place of 852 gas jets, and in 
the eastern district 151 electric lights in place of 955 
gas lights. The lights furnished by all these electric 
lights will equal that of 316,000 candles. The light 
furnished by the gas jets to be discontinued was equal 
to that of 44,567 candles. 
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Electric Lighting at Sydenham.— Some weeks ago 
we gave a complete description of the electric lighting 
at Westwood House, Sydenham. On Friday evening 
last week Mr. and Mrs. Henry Littleton invited a large 
number of guests to witness some private theatricals, 
the theatre being lighted throughout, under the direc- 
tion of Mr. Augustus Littleton, with incandescent elec- 
tric lamps. The raising and lowering of the lumi- 
nosity of the lamps was absolutely perfect, and was 
effected, as we have previously notified, by the approach 
or retrogression of zinc plates travelling in a trough 
filled with a solution of sulphate of zinc. The appa- 
ratus for this purpose, and the switches for the various 
circuits, have been designed and constructed in Mr. 
Littleton’s workshop in a manner which would reflect 
no discredit upon any manufacturer of electrical plant, 
and the wiring of the theatre throughout has been 
accomplished by Mr. Littleton personally. This instal- 
lation at Sydenham is probably as good an example of 
domestic electric lighting as any now in operation, and 
we may add that the accumulators used in connection 
therewith have already exceeded the limit of life given 
by Mr. F. Geere Howard, without showing any signs of 
deterioration. | 


Electric Tower Lighting.—The Brush Electric Light 
Company is erecting six towers at Indianapolis, at its 
own expense, and will light from them soon. The towers 
are from 90 to 130 feet high. 


Valuable Testimony.—The State Senate of Pennsyl- 
vania has passed a resolution commending the com- 
mittee on public buildings for zeal in endeavouring to 
secure the comfort and convenience of the Senate, 
“and especially so in the introduction of the Edison 
electric light in this chamber. We find the chamber 


better lighted, the air less contaminated, and the heat 


less oppressive.” 


Electric Lighting in the Colonies.—A preliminary 
trial of the electric light has been made in the Queens- 
land Parliament buildings, with a fairly satisfactory 
result. 


Electric Lighting Patents in America.—In the 
United States Court at New Orleans, the Brush Elec- 
tric Light Company has filed an application for an 


injunction restraining the Louisiana Electric Light: 


and Power Company from using the automatic mag- 
netic feed for carbons invented by Chas. F. Brush, but 
which the Louisiana Company is using in lamps pur- 
chased from the Jenney Electric Light Company. The 
application is also for damages for infringements on 
Brush patents. 


Mechanical Telephones.—The following is going 
the round of our contemporaries: — “Under the 
designation of ‘the mechanical telephone,’ a new 
instrument has just been brought to this country 
from America, and was tested in London on Satur- 
day. Its construction is simple, and consists of 
a diaphragm, a sounding-board made of strips of 
willow wood closely interwoven together and varnished. 
In the centre of the diaphragm is fixed a disc of metal, 
from which the communicating wire passes to any point 
desired up to two miles. The instrument, being en- 
closed in a small wooden case, can be easily fixed, and 
remains ready for use, requiring no attention of any 
sort. Various methods were adopted on Saturday to 
try the utility of the instrument, and in all cases it fully 
met the demands made upon it.” Surely this must be 
our old friend the Empire” telephone, exhibited in 
London some five months ago, in a new guise ? 


The Telephone and Thunderstorms.—During the 
thunderstorms of Tuesday week the electrical disturb- 
ance of the atmosphere in Berlin had such an effect 
upon the telephone system that it was considered 
hecessary to consult the safety of the officials by sus- 
pending the service until the storms were over. 


— 


Photographing by the Electric Light. — Some expe- 
riments took place at Woolwich Arsenal on Saturday 
last with the view of testing the practicability of photo- 
graphing the interior of guns by means of the electric 
light, so as to detect flaws during their manufacture or 
cracks after firing. Two 8-inch muzzle-loading guns 
formed the subject of the test. The light was intro- 
duced a short distance within the muzzle, and reflected 
down the bore by means of a mirror, the photograph 
being taken from the breech end. The light produced 
by a dynamo was not quite so steady as that from a 
primary battery of cells, but both gave results. 


Telephonic Communication at the Royal Mar- 
riage.—In order that direct communication should 
exist with Her Majesty’s royal yachts in Cowes 
Bay, to enable them to immediately carry out 
sudden orders from Osborne House, a telephone 
wire has been recently laid down from the billiard 
room in the royal residence to the royal land- 
ing stage, East Cowes, off which lie at anchor the 
Alberta, Victoria and Albert, and other royal yachts. 
The telephone was first used on Wednesday morning 
last, when Her Majesty inspected the Camel Corps, and 
has been found to work admirably and to be of the 
greatest possible use. The telephonic appliances con- 
sist of Johnson’s transmitter and Bell’s receiver, which 
have been supplied by Messrs. Tasker, Sons and Com- 
pany, of Sheffield. 


Telephone Companies.—A Manchester correspondent 
of a contemporary, dealing with the telephone com- 
panies of the United Kingdom, writes :—*The United 
Telephone Company is the parent company. It owns 
the patents, and, in conjunction with local promotors 
in the different districts, has created the other six com- 
panies. The names and capital are as follows :— 


Established. Capital 
United Telephone Company ... June 3, 1880 ... £438,044 
Lancashire and Cheshire Telephone Co. May 31,1881 ... 296,161 
National Telephone Company ... .. Mar. 10, 1881 ... 619,200 
Northern District Telephone Company Dec. 13, 1881 ... 175,000 
Telephone Company of Ireland ... May 27, 1882 ... 190,350 
Western Counties Telephone Company Mar. 24, 1884 ... 400,000 
South of England Telephone Company Dec. 17, 1884 ... 400,000 

Total 22,518,755 


Some portions of the preference capital of the above 
may be still unissued, but even if so it would not 
materially affect the total. Three months ago there 
were only 12,730 users of the telephone in the United 


Kingdom, and it is consequently attempted to earn a 


dividend on £2,500,000 sterling out of that limited 
number of persons. Of course the attempt has failed, 
as some of the above capital pays no dividend, and a 
portion pays only something trifling. All this capital 
has not been subscribed by the public ; £650,000 of it 
is in possession of the United Company. It appears 
as if capital was created and held with the view of a 
expected sale of the companies to the Government. 
Notwithstanding all this creation of capital and multi- 
plication of companies, we are to-day, comparatively 
speaking, without telephones ; indeed, the business is 
so loaded with capital that development is impossible, 
and we have not in use a tithe of the instruments we 
shall have within a year or two after the monopoly 
expires.” 


Unobserved Cable Operations.—A telegram from 
St. Petersburgh, published in the Zndépendance Belge, 
Says: —“ The English, after establishing in Quelpaert 
(at Port Hamilton) a number of coal depots, have 
raised fortifications, and laid a submarine cable between 
Quelpaert and an island of the Yang-tse-kiang. It 
seems that three Russian men-of-war stationed in the 
waters of Quelpaert did not observe the laying of the 
cable.” 


Telegraph Revenue.—The receipts of the telegraph 
service from April Ist to July 18th, 1885, amounted to 
£525,000, as against £520,000 received from April Ist 
to July 19th, 1884. 
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The Telephone.—-The Standard is responsible for the 
following amusing paragraph :—“ The improvements 
in the telephone are reaching such a degree of beauti- 
fied perfection, that there is some ground for hope the 
instrument may be improved out of existence shortly. 
We have always cherished a secret belief that electri- 
city would prove not to be everything in the long run, 
and human life would once more return to those 
happier phases it knew before Mr. Edison, or Pro- 
fessor Bell, or any of their ingenious compeers 
undertook to revolutionise it. That hope may now be 
expressed in the light of day. A new telephone is dis- 
covered, which works indeed through an unhappy and 
incomprehensible object called a diaphragm; but 


upon investigation this horrid name proves to signify . 


a common sounding-board made of strips of willow 
wood. There is no trace of electricity about it. The 
strips are closely woven together and varnished. In 
the midst of them a small disc of metal is set, from 
which a wire of the most ordinary type proceeds to 
any point within two miles. It is alleged that ‘all 
demands which could be made’ upon a ge me are 
answered by this simple instrument ; and on Saturday 
last the assertion was proved true in the presence of a 
select assemblage. Such valuable communications as 
the ticking of a watch two miles off were received with 
enthusiasm and reverence. The proceedings in general 
were a great success, and electricity, we trust, will be 
ousted from this field,anyhow. Practical persons were 
getting tired of it.” 


The Price of Gas in Ayr.—At their last annual meet- 
ing the Ayr Gas Company resolved on advancing the 
price of their gas from 4s. 7d. to 5s. per 1,000 cubic 
feet, which is certainly evidence of a very retrograde 
policy on the part of the directors. As a result of the 
step now taken by the local gas company, the Town 
Council have to-day resolved on making a trial with 
oil as the illuminating agent over ‘a portion of the 
town ; and there is a probability that the new hotel, 
which is being built at Ayr Station by the Glasgow 
and South-Western Railway Company, will be fitted 
with electric lamps, there being plenty of engine power 
available upon the establishment. Here is a chance 
for electric lighting contractors. 


The Light given by Glow Lamps.—Herr Peukert’s 
experiments, which we publish in our current columns, 
are interesting as showing the percentage of the total 
work of the current ina glow lamp, which appears in 
the form of light when the lamps are employed 
under normal conditions, or thereabouts. It is, how- 
ever, already well known that the light increases in a 
greater proportion than the heat with increment of cur- 
rent strength, therefore it would have made the results 
more valuable had the experimenter selected various 
types of lamps of the same nominal candle-power. It 
is unfortunate that the Bernstein lamp could not be 
tested under the same conditions as the rest. 


Primary Batteries for Electric Lighting.—Those who 
believe that economical results may be obtained by 
using primary batteries for electric lighting, will find 
sufficient data given in M. Hospitalier’s tests with the 
Bazin elements to enable them to calculate the cost per 
horse-power hour. Perhaps the resultant figures will 
somewhat surprise them. 


Post-mortem Electrical Experiments.—The Times 
correspondent at Paris, remarks that electrical experi- 
ments on the heads of guillotined murderers have been 
too much the fashion of late. It is satisfactory to find 
that M. Paul Bert, who has been held up to odium by 
English anti-vivisectionists, denounces these practices. 
The distinguished physiologist and Deputy holds that 
such experiments have no scientific interest, and that 
they ought to be prohibited. These may, moreover, be 
made under better conditions on animals. M. Bert’s 


colleagues in the Academy of Medicine coincide in this 
view. 


The Woodhouse and Rawson Lamp.—A correspon- 
dent, An American Engineer,” writes as follows to 
our contemporary Invention :—“ In your very interest- 
ing electric issue of the 11th inst., you speak of the 
Woodhouse and Rawson incandescent lamp as having 
now attained a well-merited reputation for excellence. 
This is hardly borne out by the tests recently applied 
to these lamps in the United States. This test reached its 
1,064th hour on the morning of May 26th. Extraordinary 
precautions were taken to prevent access to the lamps 
except by members of the committee in charge of the 
test. The lamps were lighted on April 11th, and at 35 
minutes past 11 on the morning of May 26th the Edison 
Company, which had entered 21 lamps, had lost 1 ; the 
United States, which had entered 24, had lost 17 ; the 
Stanley had lost 19 out of 22, and Woodhouse and 
Rawson had lost 11, the whole number entered. A 
lamp which can so easily be snuffed out can hardly be 
called excellent. If other English lamps are of the 
same standard of excellence, you will admit that we 
are somewhat before you in the States in the matter of 
electric lighting.“ 

The comments of “An American Engineer” are 
decidedly unfair, and require correction. If Messrs. 
Woodhouse and Rawson choose to construct lamps taking 
4} watts per candle power, the lifetime of such lamps 
would be as prolonged as those of Edison. As it is, 
with lamps requiring but little more than half the 
energy taken by those of American manufacture to pro- 
duce a given candle power, the filaments of Messrs. 
Woodhouse and Rawson manage to attain, in this 
country at least, a respectable old age. Unfortunately, 
and this fact is readily admitted by our trans-Atlantic 
contemporaries, tests carried out by American experts 
are usually open to criticism, and oftentimes to flat 
contradiction. In this case no details are yet to hand, 
therefore it is but right to suspend judgment, but we 
would suggest that the question of the superiority of 
this or that lamp or dynamo, should be taken in hand 
by some of our own technical societies, or by a com- 
mission formed of competent and unbiased experts. It 
is a matter of vital importance that contractors should 
know where to apply for the most reliable plant, and 
doubtless firms are to be found willing to assist in 
meeting the expenses necessarily attached to the carry- 
ing out of a long and exhaustive series of tests. 


Storms and Electrical Instruments, — A heavy 
storm broke over Victoria at the beginning of last 
month, and considerable damage was done. One 
account states that a thunderbolt fell on Wilson’s 
Promontory, and broke into about a dozen balls of 
liquid fire directly over the telegraph and telephone 
wires close to the quarters of the signal master. The 
wires were fused for a distance of four poles from the 
battery room into stuff resembling molten lead or solder. 
The telephone and telegraph instruments were com- 
pletely broken up. The case enclosing the telephone 
in the lighthouse porch was smashed into small pieces, 
and portions were thrown a distance of 15 feet up the 
tower stairs. The telegraph office instrument table 
was scorched, other damage to furniture was done, and 
all the connecting cells were burned completely away. 
Telegraphic communication with Melbourne was re- 
stored next day, new wires being run and the instru- 
ments replaced with duplicates. 


The Stearns Condenser.—In the United States Cir- 
cuit Court, New York, on June 26th, a motion for a 
temporary injunction came on for argument before 
Judge Wallace in a suit recently begun by the Western 
Union Telegraph Company against the Baltimore and 
Ohio Telegraph Company to obtain a decree of in- 
junction against the defendant, prohibiting it from 
using the duplex system of telegraphy. The particular 
point in controversy turns on the right of the Balti- 
more and Ohio Company to use the so-called “ Stearns 


condenser.” The motion was to come up again on 
July 17th. 
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The Electric Tramway in Blackpool. —On Monday 
afternoon a series of experimental trips were made 
over a portion of the Promenade, the car used being 
one of the very handsome vehicles which have been 
constructed for the company, and a fac-simile of that 
which is now in use at the Inventions Exhibition, 
South Kensington. Between three and four o' clock on 
the day in question, Mr. M. Holroyd Smith decided to 
have an experimental trip over part of the line. After 
some little delay, the work of coupling up was accom- 
plished. The electric communication between the 
generator at the engine-house and the motor under the 
car, was complete, and all that was wanted was that 
the rails and centre channel should be cleared of some 
of the abundant dirt which had accumulated on and 
about them. This work was at last got through, and 
some two or three hundred yards of the road made 
ready for the experimental trip. During the runs, 
numerous gentlemen—directors, representatives of the 
press, and others—had seats in the car, and so far as 
they could judge the running of the car was an un- 
doubted success. Mr. Smith is to be congratulated upon 
having brought matters to a point of being enabled to 
make a demonstration. During one of the runs, a rail- 
way parcel van was coming down towards South Shore. 
It had got within twenty feet of the car, which was 
running at a speed of about six miles an hour, when 
the horse grew very restive, and backed the van right 
across the track. Mr. Holroyd Smith, who was driving, 
turned off the current, applied the breaks, and in less 
than half its length the conveyance was brought to a 
dead stand. 


Manufacturers and their Employés.—On Saturday 
last the employés of Messrs. Walter T. Glover & Co., the 
well-known wire coverers of Manchester, to the number 
of 121, proceeded at early morn to visit Blackpool. 
Free tickets of admission to the Aquarium and to the 
Winter Gardens were given to each person ; all charges 
for the railway journey, breakfast, dinner, admission 
to the Aquarium and Winter Gardens, and the day’s 
wages, were paid by the firm. Mr. Glover did all in 
his power for the comfort and pleasure of the party, 
and he hopes to arrange for a similar trip next year. 
The relations existing between employers and em- 
ployed are made none the worse for such consideration 
as this. 


Electric Signalling from Balloons.—An invention, 
which it is hoped will be of importance in future war- 
fare, was on Monday exhibited in the grounds of the 
Albert Palace by Mr. Eric S. Bruce, the inventor. It 
consists, as we notified last week, of the application of 
electric lighting to balloons by means of which signals 
may be flashed at night over very wide areas. The 
apparatus consists of an ordinary balloon made of a 
material as translucent as possible (in the case of the 
one at present on exhibition the material is cambric) 
in which are fixed a number of incandescent lamps. 
The balloon is a captive one, and the rope which 
Secures it is also utilised for conveying the electric 
current to the lamps inside the balloon. The Morse 
system of telegraphy is employed for the signalling 
which illuminates the balloon with flashes of light of 
ionger or shorter duration. We would ask in how far 
this invention is anticipated by that of Micklewright, 
described in our columns a few weeks since, or by a 
system of signalling devised by Mr. Arthur Shippey 
some three or four years ago. 


_ Electric Rifles. We observe that a new electric rifle 
18 attracting some attention in the United States on 
account of its advantages as a military weapon. A 
primary battery of cylindrical form, 8 inches by 1 inch, 
is placed in the stock of the gun, and tests have de- 
monstrated that it remains effective up to more than 

rounds ; while, as will be readily understood, 
although a trigger is used for making the electric con- 
tact, there is a complete absence of tumbler, hammer, 
mainspring, and the other rather complicated arrange- 
ments of the ordinary lock mechanism, 


Kinetic Engineering Company, Limited,—This com- 
pany is issuing a series of seventeen catalogues, each 
dealing with a separate department of electric manu- 
factures. The first, “ Electric Lighting,” contains 
illustrations and descriptions of a fair assortment of 
dynamos, are and incandescent lamps, &c. 


City and Guilds of London Technical College.—The 
students’ conversazione took place at the College Build- 
ings, Finsbury, on Thursday, last week, the programme 
comprising an exhibition of machinery, scientific in- 
struments and students’ work; a concert; a lantern 
exhibition by Prof. Silvanus Thompson and Mr. 
Castell-Evans ; a dramatic performance and finally a 
dance. A large company assembled, and a pleasant 
evening was spent, thanks to the perfect way in which 
the arrangements were planned and carried out. The 
teaching appliances and the drawings, paintings, 
models, apparatus and instruments executed by students 
gave a good idea of the thoroughness and practical 
character of the educational work of the college, and 
formed in themselves a collection, the inspection of 
which would well occupy an evening. With such a 
variety of amusements provided, it was impossible to 
give everything the attention it deserved, but all passed 
off to the satisfaction of those whose entertainment was 
so lavishly provided for. 


The Bernstein Lamp.—Dr. Maier informs us that Mr. 
Alexander Bernstein has taken up his residence in 
England in order to personally manage the newly 
organised Bernstein Electric Lamp Company. 


The Inventions Exhibition Exhibitors. — We notice 
that our article on this subject, the first, we believe, in 
which attention was drawn to certain grievances to 
which exhibitors are subjected, has had the effect of 
enlisting the sympathies of some of our contem- 
poraries. One aggrieved individual, who says that “ it 
is an exploded notion that business results from exhi- 
bitions, or at least sufficient to pay the expense,” but 
who generally makes a show, from purely scientific 
reasons we presume, to illustrate the perfection to which 
some of his inventions have been brought, writes to a 
contemporary to the effect that an Exhibitors’ Associa- 
tion has been formed to effect the following important 
changes in their present status:—l. To secure united 
action amongst the exhibitors and their assistants, to 
remedy grievances, and secure advantages. 2. To 
make exhibitors and their assistants known to each 
other for recommendation and mutual benefit. So far 
as the first clause is concerned we are sorry to learn 
that exhibitors and their assistants are not united in 
their action; but perhaps this unfortunate disagree- 
ment exists only in the case with which the individual 
in question is personally connected. The second 
suggestion seems scarcely feasible: some exhibitors 
and their assistants might not always appreciate 
the enforced introduction to the opposition; and, 
again, what guarantee is there that the benefits to 
which the writer alludes would be mutual? Such 
christian-like consideration for the good of others is 
most rare, and does credit to the breadth of the 
originator’s philanthrophic mind, and to his evident 
willingness to devote so much of his energy towards 
securing such a firmly cemented bond of brotherhood. 
His enthusiasm, however, we think, carries him too far 
when he asks our good natured contemporary for the 
use of its offices in which to develop this laudable 
project. 


Electric Launches.—The Electrical Power Storage 


Company, of 4, Gt. Winchester Street, E.C., is build- 
ing an electric launch for the Duke of Bedford to be 
used in connection with his steam yacht the Northum- 
bria. The launch will be 28 feet long, and will be 
suspended from the davits, the accumulators being used 
in connection with the existing electric lighting of the 
yacht, when they are not required for propelling the 
launch. | 
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Gold Extraction by Electrolysis—A demonstration 
was given on the afternoon of Friday the 17th inst., to 
a party of scientific gentlemen, of the process of gold 
extraction by electrolysis invented and patented by 
Mr. Henry R. Cassel. This method is shown on a 
small scale at the Inventions Exhibition, but on Friday, 
at the works of the Cassel Gold Extracting Company, 
Limited, in Gray’s Inn Road, the process was displayed 
on a large scale, and explanations given on every point 
by the inventor and by two gentlemen who have 
assisted him in the experimental and practical develop- 
ment of the process—Dr. Liepmann and Dr. Atcherley. 
The process is stated to be purely one of chlorination, 
and Mr. Cassel has devised means whereby the iron 
compounds, which are invariably present in refractory 
ores, are retained in their insoluble form while under 
treatment, and thus are prevented from exercising any 
influence upon the solution of gold. This he ac- 
complishes by the addition of caustic lime to the 
mixture of crushed ore and salt, which earth, by 
reason of its alkaline properties, at once combines with 
any free hydrochloric acid as fast as the latter is formed 
and completely neutralises it,so that no iron can be 
taken up. At the same time a hypochlorite of lime is 
formed, which, again being decomposed by the action 
of the water present, affords additional nascent chlorine 
for the gold. The apparatus devised by Mr. Cassel for 
this process is of the simplest construction, and consists 


mainly of a drum containing the positive electrodes, 


formed of very dense carbon rods, and a vat containing 
the negative electrode. Around the circumference of 
the drum, strong asbestos cloth is arranged for the pur- 
pose of preventing the ores from reaching the negative 
pole, and it consequently acts asa filter. The gold dis- 
solved by the chlorine is carried by the current, as in 
electro-plating, to the negative pole into the vat, and is 
deposited there as a black slime, from whence it can be 
scraped off, and at once melted. The main object of 
the drum is, that upon revolving the same, the ores in- 
side it are constantly thrown against the positive 
electrodes, whereby all the particles of gold are brought 
into most intimate contact with the pole, where the 
nascent chlorine is generated, and are readily con- 
verted into chloride of gold. 


Royal Society of Edinburgh.—The concluding 
ordinary meeting of the society for the session was 
held on Monday night. Mr. David Milne-Home, LL.D., 
vice-president, occupied the chair. Professor Tait 
communicated a paper by Mr. W. Peddie, on a method 
of determining “ The resistances of electrolytes with- 
out endeavouring to prevent polarisation.” 


The Bazin Battery.—Respecting this battery which 
is described in our columns this week, Galignani of the 
19th inst. says: A very interesting séance took place 
on Friday last at the extensive workshops, near Paris, 
of the well-known mechanical engineer and inventor, 
Bazin, who, in the opinion of the most competent elec- 
tricians, has at last succeeded in rendering practically 
useful electric lighting for domestic purposes. M. Bazin 
was highly complimented by all who witnessed his 
practical demonstrations and lucid explanations. 
Amongst those present we noticed M. Ferdinand. de 
Lesseps; the Hon L. P. Morton, ex-United States 
Minister to France ; M. George Berger, the Director of 
the Foreign Sections of the Universal Exhibition of 
1878, and President of the various International Elec- 
trical Exhibitions; Prof. Barker, of the U.S. Commis- 
sion and Member of the Jury of the Universal 
Exhibition of 1878 ; and several Professors of the Ecole 
Polytechnique. ù 


The Electro-Deposition of Metals—We understand 
that Mr. Alexander Watt has been for many months 
engaged in writing a comprehensive practical treatise 
on the electro-deposition of metals, including the 
electrolytic refining of copper and other metals and 
treatment of ores. The work, heing now complete, 
will shortly be in the hands of the public. 


— ———4— 


Electric Lighting in Mills.—Messrs. Lister & Co., of 
Manningham Mills, Bradford, have had running for 
two years 18 Pilsen arc lamps of 1,000 candle-power 
each from one dynamo machine. Such satisfaction 
has been given that this firm contemplates making a 
considerable extension shortly. The installation was 
carried out by Mr. Wilson Woodhead, of Leeds, under 
the supervision of Mr. Thomas Preece, who has had 
entire charge of all electrical matters in connection 
with this firm for a considerable time, but who has 
now received an appointment with Messrs. Paterson 
and Cooper in connection with Mr. Woodhead, their 
representative. 


Fire Damp.—Colonel J. D. Shakspear gives “a few 
simple words in plain English” in the Times explanatory 
of “ fire damp.” He says :—One ton of hewn coal will 
give off 10,350 cubic feet of carburetted hydrogen —1.e., 
“ marsh gas —wWhich when mixed with nine times as 
much air forms 93,150 cubic feet of the most highly 
explosive “firedamp.” We find it exploding on board 
ship weeks after the coal has been out of the seam, and 
it might blow up our coal cellars were they air-tight. 
Also we suspect that coal is under enormous pressure 
far away in the strata, since a small hole bored into it 
a distance of only 30 feet produced a “blower” of 
460 Ibs. or 30 atmospheres on the square inch. Now, if 
we multiply 10,350 cubic feet, the gas from hewn coal, 
by 30, we get 310,500 cubic feet as the gas in the strata 
which may generate and escape per ton into the mine 
as the pressure is removed, and which on mixing with 
nine times its volume of air would make 2,794,500 
cubic feet of the most highly explosive “ fire damp” 
travelling through the workings, as, forsooth, a venti- 
lating current, in search of a lighted candle or safety 
lamp, through which it would certainly fire in less 
than a minute. These figures may startle those who 
have not educated themselves to their import, but since 
the year 1878, when carburetted hydrogen was first 
made liquid, a few, like myself, have learnt to see it at 
times as a fog developing into “ fire damp.” My figures 


are based on the fact that a cubio foot of hewn coal, say 


75 lbs., may produce 345 cubic feet of carburetted 
hydrogen, so any one can verify them. Now, this gas 
is never found in quantities when atmospheric pres- 
sure is on the increase, as shown by a rising barometer ; 
but it is apt to get about in volumes as pressure de- 
creases, a8 shown by a falling barometer. Well, then, 
nature is here telling us what to do—viz., deliver air 
under pressure up to the face of the coal, and so by 
keeping up the atmospheric pressure stop the coming 
disaster. But instead of attending to the lesson nature 
has tried in vain to make us learn, we continue, in 
open defiance of her teaching, to hurry on a disaster 
by still more lightening by suction the said pressure, 
already too light for safety. Having the courage of 
my convictions, I shall urge, as occasions offer, that 
ventilation by pressure is the true stay against killing 
people by hundreds while engaged in their daily occu- 
pation. As well expect the Governor of the Bank of 
England to be well up in gold mining as colliery pro- 
prietors to be masters of “fire damp.” Nor is it rea- 
sonable to imagine the workers of coal to understand 
more than that it is their most subtle enemy. 


The “Great Eastern ” Steamship.—In the Chancery 
Division on Tuesday, before Mr. Justice Chitty, the 
case of Marsden v. Newton” was resumed. This was 
an application by the Great Eastern Syndicate, Limited, 
for the enforcement of a charter party made between 


the applicants and the Great Eastern Steamship Com- 


pany, containing a right of hire for 12 months of the 
Great Eastern steamship at £500 per month, and a 
right of pre-emption during the currency of the charter 
at the price of £59,000. An order was made that on 
applicants offering to pay such sum as should be neces- 
sary to meet principal, interest, and costs claimed by 
the debenture holders, the application stand until 
Monday fortnight, and that no sale in the meantime be 
directed in the action, 
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OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES. 


Electrical Navigation Company, Limited.—Upon 
terms of an agreement of 3rd inst. (filed on the 14th 
inst.), this company will purchase the following patent 
rights of Mr. Anthony Reckenzaun, viz., No. 4764, 
A.D. 1882, for “electrical apparatus for the propulsion 
of boats”; No. 5031, A.D. 1883, for “ electro-motors,” 
as far as applicable to boats or launches ; and No. 6275, 
A.D. 1884, as applicable to the propulsion of boats. 
Also provisional protection, No. 3599, A.D. 1885, for 
“electric motor,” as far as applicable to boats; and 
No. 5376, A.D. 1885, for “improvements in electric 
boats.” The consideration is £1,000 cash and one-third 
of the shares from time to time issued (fully paid). Out 
of the cash consideration the vendor is to pay the ex- 

nses of the company’s promotion and formation. 
Mr. Reckenzaun is appointed consulting engineer at a 
salary of £300 per annum. . 


Blackpool Electric Tramway Company, Limited.— 
The first return of this company, made up to the 6th 
ult., was filed on the 16th inst. The nominal capital is 
£30,000 in £10 shares. 2,850 shares have been taken 
up, and £5 per share has been called; the calls paid 
amount to £13,902 leaving £348 unpaid. Registered 
office, Talbot Square, Blackpool. 


LEGAL. 


Smethurst and Co, v. Sir Coutts Lindsay and Co., 
Limited, and Sir Coutts Lindsay, Bart.—A motion was made 
in this case on Friday last week on behalf of Messrs. Smethurst 
and Co., lamp manufacturers, 139, New Bond Street, for an in- 
junction to restrain Sir Coutts Lindsay and others, directors of 
the Grosvenor Gallery, from continuing a nuisance by noise and 
vibration caused by a steam engine in connection with the electric 
lighting appliances at the Grosvenor Gallery. The state of things 
complained of had been going on since last February. The de- 
fendant submitted that the nuisance was merely temporary, and 
that in a few days a new engine would be set up under different 
conditions, hid would remove the cause of complaint. At Mr. 
Justice Chitty’s suggestion an undertaking was given by the de- 
fendant to stop the nuisance within a month. 


Universal Electric Company. — In the Court of 
Session, Edinburgh, last week, Mr. Shaw appeared before the 
First Division, and stated that the liquidators of the Universal 
Electric Company, the registered office of which is at 4, Baltic 
Street, Bridgeton, Glasgow, had advertised a note presented to 
their Lordships asking the Court to sanction compromises, exone- 
rate and discharge liquidators, and dissolve the company. He 
also stated that the capital of the company was originally 
£20,000, divided into 400 shares of £5 each; that it was 
resolved in January, 1883, to wind-up the company; that 
certain compromises with creditors and contributors had 
been come to; and that the total amount of the funds 
realised was £3,028, of which £2,238 had been paid in the 
discharge of claims, law expenses, and a first dividend at the rate 
of 3s. 4d. per £—leaving a balance in hand of £830. It is in- 
tended to pay a second dividend of 4s. or 5s. per £ to the ordinary 
creditors—the preferable claims having been paid in full. Their 
lordships granted the first three branches of the prayer, includ- 
ing sanction of compromises, payment of remuneration, and 
approval of the liquidators’ account. 


CITY NOTES, REPORTS, MEETINGS, &c. 


The India Rubber, Gutta Percha, and Telegraph Works 
Company, Limited, 


Mr. Silver presided on Tuesday, at a half-yearl eneral 
of the shareholders of this company, 
à otel, for the purpose of obtaining the sanction of the share- 

of an interim dividend. 
won Ty er, secretary, having read the notice convening 
en Chairman said: Gentlemen—The object of our meeting 

been conveyed to you in the notice. e accounts of the 


company are, as you are aware, made up but once a year, and 
therefore I have merely a few general remarks to make. With 
reference to the sales, I think we may consider that they are up 
to the average, and I think we may co tulate ourselves. We 
are certainly indebted to our indefatigable manager and excellent 
staff for the amount of business we secure. The portion that falls 
to our lot, I believe, is a fair one, though perhaps our manager 
will scarcely admit it. I think, whether at home or on the con- 
tinent, or in the colonies, we are so well represented that we get 
a fair share of cable sales, and that the returns at the end of 
the year will show a fair amount. We have in hand a contract 
for the Indian Government, 500 miles, which we shall complete in 


the course of a month or two. Of our steamers, one has been 


— pe de in laying—re-layi cable in the Gulf of Mexico, 
and another has been chartered by the government for use in the 
Red Sea. I cannot resume ¢ seat without referring to the 
increase of capital, which, on the occasion of our last meeting, 
was suggested and ultimately carried out. The new shares were 
taken up immediately, and, I need not say the amount has been of 
a serviceable character to us. I think, therefore, gentlemen, that 
in these few remarks I ain justified in proposing that an interim 
dividend of 5 per cent., or 10s. per share, free of income-tax, 
payable after the 22nd inst., be now declared. 

. Bannatyne seconded the motion. This interim dividend was, 
he pointed out, upon both the old and new shares; therefore the 
dividend was of a larger amount than at the corresponding 
period of last year. 

Mr. Hanson proposed a vote of thanks to the directors, for the 
way in which they had conducted the business of the company. 
He had been gratified by the speech of the chairman; although 
his words were few they were satisfactory. He thought they 
might look forward with great hope to the annual meeting in 
November, when he hoped to see good accounts presented. 

Sir Wm. F. A. Wallace seconded the proposition. He might 
add that he was very pleased when the directors asked for more 
money, because it showed that they thought their business was 
prospering, and he should be very glad when they asked for some 


more. 
The Chairman thanked the mover and seconder of the proposi- 
tion, and also other shareholders for their attendancce. a 


The proceedings then ended. : 


The Cuba Submarine Telegraph Company, Limited. 


boy : — 1 of the directors for the half-year ending 30th June is 
as follows :— 

From the balance sheet and accounts it will be seen that the 
gross receipts (including thetax returned by the Spanish Govern- 
ment and the balance brought from last account) amount to 
£21,447 Os. 3d., and the gross nditure (including the half of 
the annual payment on account of the 1881 cable, and the amount 
expended on cable repairs) to £6,136 2s., leaving a sum of 
£15,310 18s. 3d. to the credit of revenue account. 

Of this the sum of £3,500 has been added to the reserve fund, 
increasing that fund to £65,000. 

After providing for the preference dividend a balance of 
£8,810 18s. 3d. remains, out of which the directors recommend 
the payment of a dividend on the ordinary shares at the rate of 
10 per cent annum, free of income tax, which will absorb 
£8,000, and leave £810 18s. 3d. to be carried forward to the 
current half-year’s account. 

The directors have much pleasure in reporting that all the cables 
have continued in good working order, excepting one of the 
Santiago Harbour lengths, which underwent some slight repairs 
in February. 


The Globe Telegraph and Trust Company, Limited, 


Tue report of the directors for the half-year to July 18th, is as 
follows :—The net revenue of the company for the year, after de- 
duction of expenses, amounts to £182,741 17s. 1d., which, with 
the balance of £2,088 3s. 4d. brought forward, make a total of 
£184,830 Os. 5d. From this amount there has been distributed 
the sum of £130,801 14s. in interim dividends, leaving an avail- 
able balance of £54,028 6s. 5d. The directors recommend pay- 
ment of a final dividend for the year of 3s. per rs on the pre- 
ference shares, and of 3s. per share on the o shares (as 
against 3s. 6d. last year), making, with the former distributions, 
a total dividend for the year of 6 per cent. upon the preference 
and 4} per cent. upon the qe | shares, carrying forward 
a balance of £1,791 15s. 5d. The reduction of the tariff of the 
Atlantic Cable Companies, on the opening of the Commercial 
Company’s (Mackay-Bennett) Cables, has led to a diminution of 
this company’s revenue, and a consequent reduction of the final 
dividend upon the ordinary shares. Forty-eight of the shares of 
the German-Norwegian Company have been drawn and paid off at 
a and the —＋ ied to the credit of the capital account. 
n all other respects the company’s investments remain same as 
in last year’s accounts. 


Anglo-American Telegraph Company, Limited. 


Tn report of the directors for the half-year states that the total 
receipts from the Ist January to the 30th June, 1885, including a 
balance of £1,676 14s. 8d. brought forward from the last account, 
amount to £142,256 19s. 4d. The traffic var ae show a decrease 


as compared with the corresponding period of last year of £92,730 
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consequent upon competition, and reduced, tariff, andi: continued 

| ion of trade — Europe 
total expenses of the half-year, including repair of cables, 

&c., as shown by the revenue account, amount to £51,913 13s. 9d. 

The directors, under the powers conferred upon them hy the 
Awtiéles of Association, have, before the net profits, 
set apart the sum of £50,000 to the renewal fund, leaving a balance 
of £40,348 5s. 7d. , 

One quarterly interim dividend of 4s. per cent. on the ordinary 
stock, and of 8s. per cent. on the preferred stock, was E on the 
Ist May, 1885, absorbing £14,000, and a second quarterly dividend 
of 6s. per cent. on the ordinary stock, and 12s. per cent. on the 
ae stock, will be paid on the Ist August, 1885, rye. 

1,000, leaving a balance of £5,343 5s. 7d. to be carried forw 

e company’s repairing ss. Minia has uring 
the past half-year in the repair of the main cable of the Direct 
United States Cable Company and the main cable of the Paris and 
New York Telegraph 2 She is now at work upon the 
M of the Western Union Telegraph Company’s cable (broken 

the Great Bank of Newfoundland), having been chartered to 
that company for the purpose. The Minia has also restored com- 
munication upon the Brest-St. Pierre cable, laid in 1869, which 
was broken at 240 miles from the French coast. 

The company’s four main cables are in good working order, but 
the Duxbury Cable, Northern Placentia, and Island Cove cables are 
all broken in shallow water. The interruption of communication 
upon those cables, however, does not interfere with the prompt 
transmission of the traffic, as alternative routes exist. 

The stockholders will have seen from the official reports circu- 
lated by the company, of the proceedings at recent -yearly 
general meetings, that the directors have been severely criticised 
and strenuously opposed on account of the policy adopted by them 
some years ago (with the full knowl and sanction of the stock- 
holders), of placing an annual contribution of £150,000 to the 
credit of the renewal fund, in order to provide for the replacement 
of the cables as and when they are worn out. 

In order to absolve the directors from the charge of havi 
needlessly deprived the stockholders of dividends fairly — 
honestly earned, it has been thought desirable to explain the 
reasons which have induced the board to adopt a policy which has 
latterly met with so much opposition. 

Without any technical knowledge of submarine cables, it must 
be obvious to all that from the hour of submersion they are sub- 
ject to special depreciation, and consequently that the duty of the 
directors of such undertakings is to ascertain, as far as practicable, 
the number of years the cables are likely to last, and to make 
reasonable provision for their renewal. 

For many years previous to the amalgamation in 1873, the 
position of the various companies was so uncertain, and the ex- 
perience of submarine cables so limited, that the accumulation of 
a renewal fund upon any fixed principle was impossible, and it was 
not until after that date that the present system was commenced, 
and consequently, in order to make up for lost time, a much larger 
annual sum has hitherto been necessary than would have been 
required had the accumulation commenced from the date the 
cables were * 

The amount which appears to the credit of renewal fund in the 
— half-year’s accounts is £788,331 18s. 3d., and the directors, 

ving again carefully considered the matter, have come to the 
conclusion that unless some extensive replacement of cables 
becomes neces in the meantime the contribution from revenue 
to that fund during the pme vod jet and the two following years 
may be taken at £100,000 instead of £150,000 as heretofore, and 
they trust that after the expiration of that period a still further 
reduction may be made. 

The proposition made at the last 2 meeting by one of the 
proprietors that the interest of the fund should be paid by way of 
dividend, cannot be adopted, as the amount set aside in each year 
has been based upon the principle of a sinking fund, which neces- 
sarily ineludes compound interest. 


The reduction of tariff to Is. Sd. per word, commenced on the | 


24th December, 1884, in consequence of the opening of the Com- 
mercial Cable Company, still continues in force ; the result is that 
none of the companies engaged in carrying telegraph traffic across 
the Atlantic are earning any substantial dividend. 


The Submarine Telegraph Company, Limited.—The 
accounts for the half year ending June 30th show a balance, sub- 
ject to audit, which enables the directors, after adding 15 per 
cent. of the gross receipts to the reserve fund, to recommend a 
dividend at the rate of 15 per cent. per annum. 


Consolidated Telephone Construction and Main- 
tenance pa y Limited.—The shares of this company are to 
be quoted on the Stock Exchange as of a nominal value of 15s. 
instead of £1 each. 


TRAFFIC RECEIPTS. | 


The West India and Panama Telegraph Company, Limited. The estimated 
receipts for the half-month ended the 15 Jui „ are £2,529, as compared 
with 43,141 in the eorresponding period of 1884, | 


NEW PATENTS—1885. 


8566. Dynamo-electric machines for ee | sparking.” 
T. J. Hanprorp. (Communicated by R. H. Mather.) Dated 
July 15. ( Complete.) 


8568. Dynamo-electric machines for supporting the armatures 
of such machines.” T. J. Hanprorp. (Communicated by R. H. 
Mather.) Dated July 15. (Complete.) 


8574. “Treating metals, alloys and auriferous ores by elec- 
trolysis.” H. R. Casse. Dated July 15. à 

8588. Electrodes for secondary batteries.“ N. E. Reynrer, 
A. SIMMEN. Dated July 15. 

8613. Method of parcel’ or = electro-gilding metallic 
articles.” J.M.Davis. Dated July 16. M 

8621. Electrical si ing or alarm apparatus for a 


and other P 1 R. Lake. (Communicated by M. W. 
and M. F. Parrisx.) Dated July 16. (Complete.) | 


8622. “ Electrical communications between door knockers, 
letter boxes and bells.” R. A. Lee. Dated July 16. 


8627. Galvanic batteries and the electrodes of electrolytic 
converting tanks or troughs.” W. H. Tasker, S. J. Jones. 
Dated July 16. | 


8631. Apparatus for indicating the ce of fire-damp in 
July 16) W. R. Lake. (Communicated by J. Kitsee.) Dated 
y 16. ; 


8661. “ Refining copper, &c., mattes by electrolytic and 
chemical actions.” W. Woop, M. H. Hunn LTI. Dated July 17. 
(Complete.) 

8675. Telephonic apparatus.” W. Biennerm. Dated July 18. 

8684. Circular magnetic looms.” E. WinckLer, J. J. 
Hertmann. Dated July 18. 


8703. Device for straining and fastening guy ropes or wire 
stays of telegraph posts.” D. SNcLAR. Dated July 18. 


8704. Wire coils for electro-magnets.” H. Aron. Dated 


July 18. 
8706. “Machinery for covering wire for telegraphic, tele- 
phonic and other electric and like purposes and methods employed 


therein.” J. COC. ars. Dated July 18. 

8712. Apparatus chiefly designed for facilitating the 
or transfer of 1 money and small parcels from one of a buildi 
to another.” H H. Lage. (Communicated by D. H. Rice. 
Dated July 18. (Complete.) 


8727. „Construction and application of electric incandescent 
lamps.” P. M. Jusrice. (Communicated by I. W. Heysinger 
and J. Pusey.) Dated July 20. (Complete.) 

8731. “ Apparatus for generating or storing electricity.” 
J. Noav. Dated July 20. | 

8733. Galvanic batteries.’ W. H. QuarTerman. Dated 
July 20. 

8743. Combination of telephonic ve. and electric bells.” 
J. H. Jounson. (Communicated by P. Barbier et Cie.) Dated 
July 20. 

8744. “A tus or means for controlling the of 
electric currents in telephonic or other electric circuits.” J. H. 
Jounson. (Communicated by P. Barbier et Cie.) Dated 
July 20. 

8747. Machines for generating electromotive power.” A. I. 
GRA VIER. Dated July 20. 

8751. “ Construction and adaptation of electric lamps to the 
lighting of mines, coal bunkers, holds of ships, and analogous 
purposes.” O. C. D. Ross. Dated July 20. | 

8758. Telephonic connections.” A. C. WezLs. Dated 
July 21. 

8775. “ Microphones.“ W. P. Taompson. (Communicated by 
K. S. Dembinski.) Dated July 21. 

8777. “ Method of neutralising inductive disturbances in tele- 
phone circuits and apparatus therefor.” W. P. THompson. 
(Communicated by W. A. Jackson and J.C. Chambers.) Dated 
July 21. (Cemplete.) 

8782. 8 transmitters and parts of the same.“ R. H. 
Ripout. Dated July 21. 


ABSTRACTS 
OF PUBLISHED SPECIFICATIONS, 1885. 


2685. “ Self locking electrical testing key.” B. PLL. Dated 
February 27. 4d. lates to a construction of testing key in 
conjunction with a spring latch, which, when the key is depressed, 
automatically catches and holds it with certainty in position unt 
it is released, the movement either in depressing the key or in 
releasing it being effected by one hand. 
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ELECTRICAL REVIEW. * 
8851. Improvements in and connected with ones.“ 3967. Improvements in or to switches or electrical 
p. M. Justice. (Communicated from abroad by F. e, of current c rs.” J. Mackenziz Mach 28. 4d. The 
America.) Dated March 25. 6d. Relates to that class of tele- object of the ents is to provide a durable, effective and 
phone transmitters in which a or granulated conducting instrument, combining very mechanism, which 
ial forms that portion of the one circuit the resistance 


of which is varied under the action of sound waves. In figs. 1 
and 2, a is the bed or support for the telephone, and contains the 
rture through which speech is uttered; n is a ring of non-con- 
ducting material resting on the bed, a and b is a metallic 
resting on the bed, a, within the ring, B, and forming the seat 
the di In one form of construction, the rings, 8 and b, 
* both of non-conducting material, and are formed in one piece ; 


4 

# 


yy 
| il 


| 


of the latter. The plate, r, and the ring, 8, have the same 
diameter; and so likewise the boss of the plate, v, the sieve, 8, 
the washer, w, the diap » D, and the seat, b, are equal in 
diameter ; and accordingly the different parts of the instrument 
are held er by screws passing through the plate, r, and the 
ring, B, and into the bed, a, when a bed is employed. Electrical 
connection is made between the sieve-electrode, s, and its circuit 
wire through the metallic clamping plate, v. o is a finely divided 
or granulated carbon filling the instrument above the diap 
to within a short distance of the plate, 7. The ins are of a 
size that permits them to pass freely through the sieve, which is 
buried in their mass. The plate, v, has a hole through which the 
granulated conductor is poured. This hole is closed by a screw 
lug, x. Lis a post or b of non-conducting material inserted 
tween the diaphragm and the sieve, thereby straining the dia- 
It also gives to both the Glophragm and the sieve a 
conical form ; and, being firml i 
and the sieve, as between two springs, causes the latter mechani- 
. cally to partake of the vibrations of the former. When the in- 
strument is connected up for use, as before stated, one wire leads 
to the diap and the other to the sieve. The diaphragm and 
the sieve thus me electrodes, the granulated conductor making 
the electrical connection between them. 


3944. “Improvements in galvanic batteries.’ W. J. 8. 
Barser-Srankey. Dated March 27. 6d. Relates to that class 
of electrical generators known as galvanic batteries, and which 
depend for their operation upon chemical action. It is designed 
to produce a battery cell, which, whilst capable of developing a 

y, continuous and powerful electromotive force, as a primary 
generator, shall, at the same time, be capable of eration in a 
very perfect manner and to a practical extent, by the reversal of 
a current th h it from an external source, in the usual way, as 
s secondary or accumulator. The elements employed are 

follows :—The exciting fluid consists of bi-sulphate of mercury 

1 a solution of sulphuric acid, variable ing to the purposes 

which the battery is required, and which acid is found to be 

necessary to produce the powerful, constant arid regenerative action 

of the improved battery. For telegraphic purposes the inventor 

ers to use a weak solution of sulphuric acid, of about 1 in 24. 

r lighting purposes, however, the strength of this solution may 

be increased up to about 1 in 8, according to requirements. The 

are respectively carbon or lead, conveniently formed as 

rod or rods, or plates, in combination with a quantity of 

broken cesbon eonstituting the one electrode ; zinc, or zinc 
an combined and amalgamated. | 


cheap ple | 
be applicable to any electric circuits for the purpose of — 
good electric contacts, between any one conductor and 
conductor or conductors, or for shunting an electric — 0 
from one circuit to any other circuit or circuits connected with 
the switch, and to change the contact instantaneously when re- 


from one to another. 
3968. “Improvements in and relating to apparatus for 


and electric circuits. J. Macxznziz. Dated March 28. 
44. The object of this invention is to provide a neat, eff | 
and cheap instrument, applicable to all electric circuits, for the 

of making or breaking such circuits instantaneously, and 
without risk of the switch being left, as is often the case, partly 
“on” and partly «ec oft. 


8969. ‘ Improvements in fusible connections for electric 
cuits.” J. Macxenzis. Dated March 28. 4d. Relates to 
circuits, 
being to a compact, reliable, inexpensive 
electric circuit will be broken, when the 
ercharged with excessive electrical currents, 
and readily closed by hand when the current is returned to its 
normal strength, without the necessity of providing fresh and 
separate safety fusible connections. * 


CORRESPONDENCE. 


Meardi’s Amperemeter. 

Above all things, accept my most profound thanks 
for the publication of the account of my ampéremeter 
in your esteemed journal. In your last issue (July 
18th, 1885) I find a note in which it is said that a 
similar apparatus had been previously devised by Mr. 
Millar, of the Gérard Company. Before publishing 
the description of my apparatus in the Giorno, I con- 
sulted the index of patents obtained by foreigners in 
Italy, from 1881 forwards, as well as the most recent 


publications, and I have not found the announcement 


of the apparatus of Mr. Millar, nor yet in a catalogue of 
apparatus for electric lighting issued by the said 
Gérard Company. I must therefore beg you to accept 
my declaration that the said Millar’s ampèremeter was 
absolutely unknown to me before yesterday. 

Further, from April 20th of the past year, 1884, I 
have published in the Giorno certain proposals for 
utilising, asan antagonistic action to that exerted by the 
polarising action of a solenoid, the greater or smaller 
counterpressure resulting from a greater or smaller 
removal of mercury effected in the core itself. I do 
not know whether this proposal precedes the invention 
of Mr. Millar or not. 

The main object which I wished to combine with 
my voltmeter is to obtain in a simpler and more eco- 
nomical manner than has been effected by others, is 
the acoustic signal when, in an industrial installation 
of the electric light, the electromotive force exceeds a. 
given limit with grave detriment to the duration of the 
lamp. I venture to hope that this fundamental 
speciality of my apparatus, characterised by the simple 
and economical manner in which I believe I have 
solved the problem, will entitle me to the exclusive 
priority of invention; a difficult thing to-day by 
reason of the feverish activity with which many are 
simultaneously impelled to the solution of new and 
identical problems. 

F. Meardi, 


Turin, July 19th, 1885, 


* 


Electric Bells. 


It is rather rising to see how such a simple fact 


as placing due bells in series” can be called by 


one of your correspondents a “ question of the day.” 

If you simply place all the coils in series, of 100 
bells if you like, leaving but one of the beaters in the 
circuit, all the bells will be synchronised and ring at 
the same time. Don’t you call that very simple ? 


E. Duchamps, C. E. 
London, July 20th, 1885. * 


— — 
| 
| 
qe | 
resting at its edges upon the ring or seat, b. he diaphragm, as | 
shove stated, is one of the — and in praotioe it is oonneoted 
with one of the circuit wires through the seat, b, when that seat is | 
metallic, or directly with such wires when the seat, b, is integral | 
with the ring, B, and is of non-conducting material. s is a wire | 
sieve, electrically separated from the diaphragm by a washer of 
non-conducting material. Pis a metallic clamping plate having 
a boss or ring projection, p, that rests upon the sieve at the edge 
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THE TELEGRAPHIC JOURNAL AND 


ELECTRICAL REVIEW. 


(Juzy 25, 1885. 


Distribution of Electrical Energy. 


In your notice under the heading of “Distribution 
of Electrical Energy,” you remark as follows :— 


It is evident, however, that the loss in transforma- 


tion must be much higher than that occasioned in the 
method adopted by Gaulard and Gibbs; and in addi- 
tion to this, the scheme has been before proposed, i 
not actually carried out to a practical issue.” 

Upon what, Sir, you base your evident opinion we 
are at present ge in the dark, and think you might 
have waited till such proof as an independent un- 
biased: witness can give before making this misleading 
remark. Secondly, it seems to us most extraordinary 
reasoning, that because you assert others have thought 
of this mode of distribution it should be useless and 
not worth considering. We shall be glad if you will 
allow space for these few remarks in your journal, and 
to reserve your criticism upon our system till such 
time as you will have had an opportunity of closely 
investigating the same. This opportunity we gladly 
offer to you or any of your readers. 


July 21st, 1885. 


[ We base our opinion on the description of the appa- 
ratus as given by our correspondents themselves. Their 
transformer has an armature wound for high tension 
and low tension, and two commutators. The high 
tension portion drives the armature, the low tension 
side giving off the lighting current. Now this means 
that if from a generator we produce an initial source 
of electrical energy and convey a current to the trans- 
former, this then resolves itself into a motor which, in 
its turn, generates a current in the second coiling of 
the armature for practical application. Messrs. Paris 
and Scott probably know what percentage of return is 
obtained in the transmission of power by means of 
electro-motors ; at all events—leaving alone the second 
loss in reconversion—they know it does not reach the 
96 per cent. obtained by Prof. Ferraris with the Gau- 
lard-Gibbs secondary generators.—EDSs. ELEC. REV. ]. 


Paris & Scott. 


À. 


Cheap Telephony. 


I see in your issue of the IIth inst. a notice upon 
Cheap Telephony in Sweden,” where it is said that 
the charge for a subscriber belonging to the Mutual 
Association at Gothenburg is only £2 15s. per annum. 
This statement seems to be calculated to convey a 
wrong impression, for why is there no mention made 
of the cost of the line construction and the instru- 
ments being at the charge of subscribers with this 
association, in contradistinction to the Bell Company, 
which, at the rate of £4 10s. per annum, undertakes 
the construction of the line and placing of instruments 
without any extra charge. This system of mutual 
association has, I venture to say, no future, the cheap- 
ness aimed at being its germ of death. With same, 
you cannot compel subscribers to take improved in- 
struments later on, if they won’t pay for them, and in 
course of time there would be different styles of in- 
struments, to the detriment of the uniformity and 
goodness of the service. . This system means economy 
at any price: cheap instruments, cheap material, and 
underpaid staff, &c.; it means the impossibility of 
making experiments, of introducing new, oftentimes 
very costly, installations in the central offices and the 
nets, and even, as time will prove, of properly main- 
taining the old installations. In short, the clear result 
will be after some time, a bad service tending to 
disorganisation and to the discredit of the telephone in 
general. A first class service is the principal condi- 
tion of life for telephone exchanges. That the asso 
ciation at Gothenburg will, in length of time, be 
unable to even defray its expenses, there can be no 
doubt about that, for the Bell Company, notwithstand- 
ing its higher rate, has been unable to pay dividends. 
With a responsible company the aspect of things is 


| 


quite different ; in order to make progress, it is obliged 
to satisfy the public and to keep the service on the 
height of times ; this involves the necessity of havi 
a sufficient and competent staff, of taking the best 
instruments and materials, in general, of introducing 
the latest progress. All these good things cannot be 
had at starving rates. The Gothenburg Bell Company, 
which formerly used the Gilliland switch boards, 
recently installed the multiple system. Such changes 
of a costly nature cannot, and will certainly not, bé 
made by mutual associations based on cheap rates. 

If cheapness is to be the only desideratum, the tele- 
phone, which is still in its infancy, can neither prosper 


nor progress— without prosperity no progress; and no 


prosperity without adequate remuneration! The ex- 


tensive development of the telephone in America is 4 g 


intimately connected with the protection the industry 
enjoys there, along with public support. Governments 
and town authorities have in many countries of Europe 


already done enough to handicap the telephone; it 
only needs still a steeple chase for cheap rates, coûte". 


qu'il coûte, to kill the whole industry, a warning 


example for capitalists to embark money into enter- 4 


prises for public service ! 
N. 


Induction or Leakage ? 


At the Inventions Exhibition I came across a circular 
entitled Belt Cables.” I notice therein a paragraph 
which I do not perfectly understand. The writer 
suggests a plan of laying “lead foil” along the length 
of “telephone cables which have a plain or corrugated 
surface,” thus, he explains, minimising the confusion of 
messages by induction. He goes on to say, “ We use 
material of the very highest insulation, but this plan 
covers any accidental use of imperfect material.” 
Does it not suggest itself in the reader’s mind that this 
gentleman is confounding “ leakage ” with induction ? 
as if he had studied the laws of induction I think he 
would find that the more he insulates his wires (in 
reason) the more induction he will get; this accounts 
for the well known fact among telephonists that little, 
if any, induction is experienced on an “earthy” wire, 
where an earth wire is used in place of a metallic cir- 
cuit. 

W. J. Sandy. 

July 18th. 


Hedges’s Steam Gauge. 


My attention has been called to a paragraph in your 
issue of the 11th, in which you state that “a precisely 


similar arrangement to that of Mr. Killingworth @ 
Hedges’s was devised and tried more than a year ago 


by Mr. Sweetser, who abandoned the idea as not being 
commercially successful.” Although I had not pre- 


viously heard of this gentleman’s invention, I am fully ¥ 


aware that the employment of a rotated column of 
liquid is not new; in fact, the principle was described 


by Dr. Lardner in one of his earliest treatises, and it is 
with full knowledge of the failure of many inventors @ 


ine 
uf 
af? 4 
| 


to make such an instrument a commercial success that 


I have devised the plan which you have been good @ 
enough to illustrate. Acting under the advice of my @ 


patent agents, Messrs. Abel and Imray, I have obtained 
a patent for certain novel details and improvements, 


which will enable my manufacturers to construct an 
accurate speed gauge, and sell the same at a far lower @ 
price than those at present in the market. The instru- @ 
ment has been tried not only on locomotives, but also 
on board ship, and has given equally good results. N 


| Killingworth Hedges. 
P.S.—I should be extremely obliged if Mr. Sweetser @ 
and others would send me particulars of speed ind 


cators having historic interest. 
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pon AND TELEPHONE ENGINEERS, 


A, LITTLE BRITAIN, LONDON, EC, An 
du Works~POWNALL ROAD, DALSTON. 


dioual Electrical Exhibitions, Paris, 1881, Louäon, 1888, and Calcutta, 1888. 


MANUPACTURERS OF 


AND ALL ACCESSORIES FOR ELECTRO LIGHT INSTALLATIONS. 


8 Le 


* 4 
4 
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s ar * NAMOS.--PATERSON & COOPERS Phœnix Dynamos for Incandescent or Are Lighting: Slowspeed 

En # Machines for Ship Lighting; Dynamos for Electro-Deposition of Metals, 

„ SEARCH LIGHTS.—Submarine Aro Lamps for Salvage or Fishing. | 

4 r f ENGINES,—-High Pressure: and Condensing; Steam Boilers; Turbines, Water Wheels, Overshot Breast 

and Undershot; Shafting, Pulleys, Plummer Blocks, Gearing; Belting, &. 

ARO LAMPS.—Licensess and Manufacturers of the Olarke-Bowman Arc Lamp, the Piven Aro Lamp, 

| the J. F., and other lamps. | 

INCANDESCENCE LAMPS:—Agents for Swan, Edison, Bernstein and other incandescence lamps. 

MEASURING INSTRUMENTS.—Cardew’s Universal Voltmeter, Paterson's Patent Am and 
Voltmeters, and Engine-room Ammeters; Ayrton & Perrys Am and Voltmeters, Ohmmeters, Power- 
meters, Tachometers, &c. | 3 | 

DARBONS.--"Watrace DIAMOND” Carbons, as used at Severn and Mersey Tunnel Works, Great Western 
Railway Company, International Health Exhibition, &c. ; HaRDTMUTH'S Bort CORR CARBONS. 

FITTINGS.—Sockets, Holders, Lamp Reflectors, Brackets, Improved “RE” and Maynard Switches; 
Safety Cut-outa, and all requirements for electric light installations; Cables of all descriptions, 

TELEGRAPH. INSTRUMENTS.—Telephones, Switchboards, Magneto Call Bells, S. N.“ Instruments, 
Railway Signal and Speaking Instruments, Tapper Bells, &c. 


EXPLODERS & TORPEDO GEAR.—Admiralty and Mackenzie Firing Keys; Fuse Exploders for Blasting. 


— —— —u 


Engineering and Rlectrical Work of all sorts carried out. Estimates and Specifications for Electric Lighting free of cost. 


ELECTRIC LIGHT LEADS, GUTTA-PERCHA, iNDIA-RUBBER COMPOUND BRAIDED 
GOT TON, SILK-COVERED WIRES. 


~~ 


| PHILLIPS BROS., 

WIRE MANUFACTURERS, 

THE LRA TELEGRAPH WORKS, HACKNEY WICK, 
‘LONDON, | 


FORMERLY oF 


MACINTOSH LANE, HOMERTON. 


ESTABLISHED 1870. 


SPECIAL WIRES FOR INCANDESCENT LAMPS 


SPECIAL WIRES FOR DYNAMO MACHINES 


ERMAN SILVER WIRES FOR WIGH RESISTANCES, FLEXIBLE CORDS, TELEPHONE 
RES, &o. Qc. MULTIPLE, AERIAL, AND SUBTERRANEAN CABLE WIRES TO 
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WORKS 
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Offices and Warchouses: 106 & 100, CANNON BTREE1, 
| Works: Essex; Persan-Beaumont, 


— — 


TELEGRAPH ENGINE ERS AND MANUFAC, 


Acris, | 4 
WIRK—Indie-Babber and Gutta-Percha covered in all gauges. 


INSTRUMENTS.—* Morse” Inkers, Single Needle, Wheatstone’s habetical, Semaphore 
Reaiatance Coils, Sir "5, and ether Condensers, Testing Ingtrametits, &. 


BATTERIES. MANUFACTURERS FOR GREAT BRITAIN, IRELAND, THE COLONIES OF 


TED LÉOLANOCHE BATTERY, which has received the most vournble from 


Tolograph authorities aud other eminent Telegraph Engineers, and is now in general use by the Post Office and 
a 


A and Continental Railways. As a Battery for all Telegraphic purposes it is undou pre-eminent, AN 
— kinds of Batteries also manufactured. Ebonite Cells, Carbon Plates, &0. 


INSULATORS. —Ehbonite, Porcelain, Brownware, 40. 
Tun woer Arranarus ror RAILWAY BLOCK SIGNALLING. V4 
SEMAPHORE REPEATERS, “LIGHT ” INDIGATORS, AND WALKER’S “ PASSENGER AND QUARD " COMMUNICATOR, 


TELEGRAPH STORES AnD APPanATUS OF EVERY DESCRIPTION. 


LORFEDO APPARATUS. 


THE INDIA-RUBBER, GUTTA. REHA, AND TELEGRAPH WORKS COMPANY ( Limited) are 
Futon toas and Manufacturers ga Complete System of Torpedoes for Harbour and Coast Defence, ’ 


AND OF THE 


-SILVERTOWN PATENT FIRING BATTERY. 


4 Constant Battery for Mining and Blasting Purposes. 
CONTRACTS ENTERED INTO for the 57 CONSTEUCTION, and MAINTENANCE ef TELEGRAPH LINES. 
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MANUFACTURERS or 


VULCANISED INDIA RUBBER. 


VALVES, SHEET, BUFFERS, SPRINGS, W WASHERS, WHEEL TYRES, CORD TUBING, AND DOOR AND CARRIAGE MATS. 
INDIA RUBBER AND CANVAS SUCTION AND DELIVERY HOSE. 


INDIA RUBBER ‘and CANVAS STEAM PACKING — ROUND, SQUARE, and SHEET. 


INDIA RUBBER MACHINE DRIVING BANDS. 


WATERPROOF GARMENTS AND FABRICS: 


Conte, Capes, Leggings, Hate, Helmets, Knee W pers, Di Dresees, Sheeting f t Hospitals, Water atid Air Proof Beds, 
Pillows, Life Belta, Gas 


EBONITE. 
affected by Vinegar or Hydrochloric or Avetice Acid, 
Pumps. Speaking Tubes, Mouthpieces. Sheet and Rod. 
Photographic Articles. Battery Cells. Surgical Appliances. _ 
GUTTA-PERCHA. 


Tubing, Belting, Buckets, Bosses for Flax Spinning, &. 


Works : BSILVERTOWN, ESSEX, LONDON, E.; PERSAN- BEAUMONT, FRANCE. 
"London Office—106. CANNON STREET, EC. 
Warehouse—100, CANNON STREET, . C. 
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BRAWN COR HS - 
* 63, Castle Street. | Bazrasr 
20; Dixon Street. | + 
, « 10, Cast}; Street. Nuwrort, Mon. 
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